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PREFACE TO THE SECOND EDITION. 



In revising this work for a new edition I have made some corrections 
and emendations, and have introduced a few additional operations. The 
lithographic plates, the last work of Leveill^'s facile pencil, have been 
printed in colors by Messrs. Hanhart, with their usual skill and success, 
thus avoiding the errors of detail into which the hand-colored might fall, 
and at the same time ensuring uniformity in the entire edition. Several 
wood-cuts have been introduced, in order to illustrate points not demon- 
strated in the plates. 

CHRISTOPHER HEATH. 

LONDON : 
86 Gayivdish Square. 



PREFACE TO THE FIRST EDITION. 



Having ceased to teach surgical operations on the dead subject, I 
have in this Course of Operative Surgery embodied the experience gained 
during twenty years of such teaching, combined with some considerable 
practice in operating upon the living body. The work makes no pre- 
tension to be a " System of Surgery," or an exhaustive treatise on the 
subject of " Operative Surgery,'* but comprises all the operations which 
may be conveniently practiced on the subject, and will be required in 
ordinary surgical practice. I have selected for illustration and description 
those methods which have appeared to me to give the best results in 
practice, without, however, ignoring entirely those which may be preferred 
by other surgeons, and have indicated my preferences and the reasons for 
then., which must be taken quantum valeant. In describing the opera- 
tions, I have also mentioned the errors most likely to occur in their 
performance, and the best methods of avoiding them. 

Not possessing the skillful pencil of Sir Charles Bell, whose Great 

Operations of Surgery show the artist no less than the surgeon, I consider 

myself fortunate in having secured the co-operation of Mr. J. B. Leveill^, 

the well-known anatomical artist of Paris, who has faithfully represented 

the operations performed by myself on the dead body. In the case of 

the arteries, the first incisions were drawn one-third, and the deeper 

dissection of each vessel one-half, the natural size. The same limb was 

then dissected by myself, and the exact anatomy delineated. The student 

will thus have brought before him the parts involved in the operations 

and their surroundings with an accuracy which will, it is hoped, prove 

serviceable. The descriptions of the operations have been made as brief 

as was compatible with the object of the work, viz, to furnish a reliable 

guide to the student when practicing, and to the surgeon when about to 

undertake important operations. 

CHRISTOPHER HEATH. 

LONDON : 

86 Cayekdish Square, 

Junej 1877. 
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FIG, 1. Introduction of Weber's canaliculus-knife into the puncture lachrymale. 

FIG. 2. Probe introduced into lachrymal sac. 

FIG. 8. Bistoury in lachrymal sac. 

FIG, 4. Operation for Strabismus, Ist stage — division of conjunctiva and fascia. 

FIG. 6. Operation for Strabismus, 2d stage — sub-conjunctival division of tendon. 

FIG, 6. Position of Strabismus hook and scissors shown by removal of conjunctiva. 

FIG. 7. Extraction of lens* 1st stage — section of cornea with Graefe*s knife. 

FIG. 8. Extraction of lens, 2d stage — iridectomy. 

FIG. 9. Extraction of lens, 4th stage — evacuation of lens. 

FIG. 10, Extirpation of globe, 1st stage — division of conjunctiva. 

FIG, 11. Extirpation of globe, 3d stage— division of optic nerve. • 



OPERATIONS ON THE EYE. 

The following operations on the eye and its appendages have been 
selected for illustration as those with which every surgeon ought to be 
acquainted, although he may not care to perform all of them. They 
are all easily practised on the dead body vnthout causing any disfigurement, 
and nothing but considerable practice will give the skill necessary for their 
satisfactory performance. 



Lachrymal Apparatus. 

Epiphora, or ovei-flow of the tears from displacement of the punctum 
or obstruction of some part of the lachrymal canal, is best treated by 
laying open the lower canaliculus, so as to convert the tube into an 
open trough into which the tears readily pass. Weber's canaliculus- 
knife, consisting of a fine blade with a probe-point set at an angle, 
may be conveniently used alone, or Critchett's small director may be 
employed in combination with any slender-bladed knife. Whether the 
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probe-knife or the director be used, the mode of introduction is the same 
(Fig. 1). The operator, standing behind the patient, draws down afid 
slightly everts the lower eye-lid with the thumb of one hand, and with 
the opposite hand (right or left, according to the side oparated on), holds 
the instrument vertically to the surface of the lid, and seeks the minute 
opening of the punctum, which is on the papilla lachrymalis or angle of 
the lid external to the caruncle. This aperture is not always easy to find, 
and the mistake is often made of looking for it too near the caruncle, 
and not sufficiently on the margin of the lid. If any force is used, it is 
easy to make false passages beneath the conjunctiva; but by rotating the 
instrument gently between the forefinger and thumb, the probe-end will 
be pretty readily introduced into the punctum, when the handle must be 
lowered to the horizontal position so that the probe-point may glide along 
the canaliculus. The cutting edge must then be slightly turned, so as 
to divide the upper wall of the canal slightly forwards and in front of 
the caruncle. If the director and knife be used, it will be necessary to hold 
the director with the fingers of ttie hand whicli makes traction on the eye- 
lid while the knife is run along the groove in it. The whole extent of the 
canaliculus should be divided, and care taken that no bands are left. The 
subsequent passage of a probe (once or twice), at intervals of one or two 
days, to prevent re-union of the divided edges, will be necessary to insure the 
success of the operation. 

To probe the lachn/iiiai sac (Fig. 2) is comparatively easy when the 
canaliculus has been laid open, unless a tight stricture exists, One of 
Bowman's lachrymal probes may be selected, and the divided canaliculus 
being again put on the stretch, the probe is to be introduced horizontally, 
and pushed steadily on into the laclirymal sac and against the lachrymal 
bone. The lid being now released, the probe can be brougiit up over the 
forehead, and a little beyond the vertical Une, when the point may 
generally be pushed steadily downwards and outwards along the nasal 
duct to the floor of ttie nose. In the case of a very over-hanging brow, 
it will be necessary to bend the probe slightly before attempting to intro- 
duce it. 

If an obstruction should exist at the junction of the canaliculus with 
the sac, it will be necessary to introduce a fine sharp-pointed knife to 
make an opening for the probe. The difficulty often encountered at this 
stage is more generally due to a failure to enter the sac fairly before 
the probe is raised, or to the point becoming entangled, owing to its not 
being carefully kept fixed during the rotation of the probe, which is then 
forced in the wrong direction, and very probably perforates the lachrymal or - 
ethmoid bone, giving rise to a crackling sound. 
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Ahscess hi the hichnjmal sac points below the tendo ociili, and can be 
oiiened by a superficial incision, but it is always necessary to cany a 
knife into the sac as shown in Fig. 3. A small narrow bistoury should 
be employed, and the lid being drawn forcibly outwards, the knife is 
to be entered flat, and with the edge away from the nose, immediately 
below the tendo oculi, which will have become prominent. The bistoury 
is to be directed from before backwards while entering the skin, so as to 
pass with certainty behind the margin of the orbit, and being then brought 
flat on to the forehead, may be pushed downwards and outwards into the 
sac. The space between the tendo oculi and the margin of the orbit varies 
much in difl'erent subjects, and without care the blade may pass altogether 
in front of the orbit, and among the facial muscles. On the subject, the 
knife being withdrawn, a probe may be readily passed into the sac and 
nasal duct, or, if preferred, the probe may be introduced along the back 
of the knife. \n the living body this should not be done, but after a 
few days, when the swelling has subsided, the canaliculus should be laid 
open and the probe passed from it. 

Strabismus. 



Division of /he ix/enial retins (Fig. 4) for convergent strabismus may be 
best performed sub-conjunctivally, by which the unsightly sinking-in of the 
caruncle is avoided. In this and the subsequent operations, it will be neces- 
sary to employ a spring-speculum to keep the eye-lids open, and this is con- 
veniently furnished with a screw-stop, as shown in the illustrations. 

To introduce the speculum, the operator may either stand behind, or, more 
conveniently, at the right side of the patient, and closing the speculum 
with the forefinger and thumb of one hand, he raises the upper lid with the 
fingers of the other hand, and slips the branch of the speculum beneath its 
edge ; the lower lid is then drawn down and the other branch slipped 
beneath it, when, the spring being released, the instrument will keep its 
place, and the amount of separation of the lids can be regulated with the 
stop. This little operation is often mismanaged, owing to the speculum 
being improperly held, and not suflSciently closed during introduction, or 
from the branches being inadvertently allowed to pass entirely beneath the 
lids, instead of supporting their margins. The speculum having been 
introduced and fixed, the operator, standing at the side of the patient, 
gi'asps the conjunctiva and sub-conjunctival tissue immediately below the 
level of the internal rectus {i.e. at the level of the lower border of the 
cornea) with a pair of finely serrated or hooked forceps. A vertical fold of 
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conjunctiva, thus held with the left hand, can be readily divided horizon- 
tally with a pair of blunt-pointed scissors in the right, and the incision 
prolonged if necessary. In old subjects, the conjunctiva is very thin and 
apt to tear; in younger ones, the conjunctiva is thicker, and there is more 
sub-conjunctival tissue, which will require division until the white sclerotic 
is fairly seen. The strabisiniis-hook is next passed through the opening 
and beneath the tendon, which can be readily done if the point of the 
hook is kept close to the sclerotic while it is slipped behind the line of 
insertion of the muscle. On bringing the hook forward, the resistance 
of the tendon will be felt, and it will be eeen beneath the conjunctiva 
raised upon the hook, the point of which will be prominent beyond it. 
The tendon may be missed altogether if the hook is not carried sufficiently 
far back, and the point may be entangled in the muscle if it is brought 
forward too abruptly. 

The scissors are now introduced by the side of the hook, in order to 
divide the tendon close to its insertion into the sclerotic (Fig. 6). This is 
the most difficult part of the operation, it being necessary to pass one 
blade above the tendon without injuring the conjunctiva, and the other 
blade beneath the tendon without pushing it off the hook. The position 
of the hook and blades is shown with the conjunctiva removed in Fig. 6, 
where it will be seen that when the blades are open, the hook and the 
tendon are between the two. The tendon is divided by a series of snips 
until the hook is felt to be free, and it should then be passed again to make 
sure that no bands of fascia are left undivided, the best proof of which is, 
that the hook can be brought up to the margin of the cornea beneatli the 
conjunctiva. The same operation may be practised on the external rectus, 
but it must be bonie in mind that the insertion of the muscle is farther from 
the cornea than on the inner side. 



Cataract. 



Extraction of fhe lens for hard cataract is an operation which has been 
completely revolutionized of late years. The large section of the cornea 
with a ti'iangular knife has given way to a smaller section of the cornea or 
sclerotic with a narrow knife, and the fear of injuring the iris lias been 
replaced by a systematic removal of a piece of that curtain, with the best 
results, In the modem operation (Fig. 1) the stop-speculum is introduced 
as in the operation for strabismus, and the operator being behind the 
recumbent patient, seizes a fold of conjunctiva and subjacent tissue with 
the forceps, immediately below the centre of the cornea. The eye being 
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thus steadied and drawn down, a narrow knife, held lightly between the 
thumb and the first and second fingers, is entered at the outer border 
of tiie cornea (or behind the cornea, as preferred by some), at the level of 
the junction of its upper and midtUe thii-ds; the knife being directed 
slightly from before backwards, until it has entered the anterior cliamber, 
6o as to avoid splitting up the substance of tiie cornea, and also obliquely 
downwards so as to divide the inner co-ex tensively with the outer surface 
of the coiTiea. The entry into the anterior chamber will be known by the 
loss of resistance, and in the living or recent eye the point can be clearly 
seen. The knife is then to be brought horizontal, and to be steadily 
pushed on, so that the point may emerge at the corresponding spot on 
the opposite side, and having done so, is to be made to cut a corneal (or 
corneo-sclerotic) flap with a steady sawing movement. The next step is to 
excise a portion of the iris (iridectomy, Fig, 8), and for this purpose the 
steadying the eye should be transferred to the charge of an 
. With one hand the operator then lays the open blades of a pair 
of delicate angular scissors on each side of tlie wound already made, and 
with the other introduces a fine pair of iris-forceps by wliich the upper 
border of the pupil is grasped and drawn out between the blades, by the 
closure of which its separation is effected. 

The third step is the laceration of the capsule of the lens, which Is 
done with the " pricker," usually mounted on the same handle as the 
curette. In using this instrument, it should be especially noted that the 
point of it is always turned the reverse way to that of the curette, and it 
should be introduced and withdrawn so that the point may not become 
entangled in the section or iris. Held horizontally, the pricker is intro- 
duced through the wound with the back downwards ; it is then rotated, so 
as to bring the point against tiie capsule, which it is made to tear both 
vertically and across; after which, by another half turn, the back will be 
brought upwards, and the instrument can be withdrawn. In lacerating 
the capsule, the operator has no sensation of resistance to guide him, and 
must be careful not to push the pricker too deeply, and so dislocate the lens 
with its capsule. 

The last step (Fig. 9) is the extrusion of the lens by pressure with the 
curette beneath the globe. The forefinger of the left hand being gently 
applied to the eyeball immediately behind the section so as to steady it, 
the curette is passed well beneath the eye-ball and made to press gently 
upwards, when the lens will he dislocated forwards through the ruptured 
capsule into the anterior chamber, and will appear at the wound, through 
which it may be gently pushed by following its movements along the 
cornea with the curette. The mistake commonly made at this stage is, in 
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plaring the ciirettL' much too high at first, by which the lens isi tilted 
backwards into the vitreuus instead of beinji lifted forwards. Instead of 
employing the forefinger as above, the eye may be fixed and drawn down 
with the forceps as in the previous stages. For the left eye, the operator 
must employ his left hand to make the section and lacerate the capsule; 
or, if this is not practicable, may use his right hand while standing on the 
patient's right side. The operation described supposes an "upper section" 
of the cornea, but if for any reason a "lower section" is preferred, the 
whole of the proceedings will be the same in order, but reversed in 
direction. 

Iridectomij for the treatment of acute glaucoma is iwrformwl exactly as 
in the preceding operation, except that a smaller wound is usually made in 
the sclerotic, about a line from the margin of the cornea, and with a lance- 
shaped knife set at au angle with its handle. When the anterior chamber is 
very sliallow, as is frequently the case in glaucoma, the incision should be 
made with a Graefe's knife as in extraction. 



Excision of Eye-ball. 



Ervmon of the eyc-bti/l (Fig. 10) is the ophthalmic operation of greatest 
importance to the general surgeon, since cases of ruptured eye-ball, with or 
without the lodgment of foreign bodies, are sufficiently common, and the 
secondary changes, likely to arise in the sound eye from the irritating 
presence of a damaged globe, frequently necessitate the removal of a shrunken 
and withered eye-ball. 

The stop-speculum having been introduced beneath the lids, the operator 
picks up a fold of conjunctiva near the margin of the cornea, and divides 
that membrane around the upper segment of the cornea, using one blade of 
the scissors as a director to raise the conjunctiva previous to division. 
Beginning at the same point as before the lower segment is divided in the 
same way, and the division of the tendons of the several muscles is then 
effected with the strabismus hook and scissors. In this operation, however, 
it will be found convenient to make the scissors meet the hook instead of 
following it as in strabismus, for the tendons are thus more readily divided. 
The obliqui are usually divided with the recti without being specially 
recognized by the operator, who must be prepared for well-marked adhesions 
between the eye-ball and the surrounding structures in cases of long-standing 
disease. If the eye-ball has been ruptured by a blow (or the lens previously 
extracted) it will be somewhat collapsed, and it will be necessary to draw it 
forward with forceps, in order to reach the optic nerve. When the eye-ball 
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is tense on the other hand, it can be fairly lifted out of the socket by intro- 
ducing a pair of curved scissors, half opened along the inner wall of the orbit, 
and the optic nerve being thus rendered tense, can be readily divided by 
closing the scissor blades (Fig. 11). The haemorrhage after the operation is 
extremely slight, none but the small ciliary branches being divided. The 
eye-lids being kept apart, a little ice-cold water is allowed to trickle between 
the lids for a few minutes, after which they are closed with a compress and 
bandage. In cases where, after excising the globe, it is necessary to remove 
the contents of the orbit, the operation is obviously much more severe, and it 
may be advisable to plug the orbit in order to check the haemorrhage. 
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Incision for ligature of Radial arterj at wrist. 
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Radial arterj in forearm. 
Ulnar artery at wrist. 
Ulnar arterj in forearm. 
Brachial arterj at elbow. 
Deep dissection of a. 
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d. 



Anatomy of Radial and Ulnar arteries in forearm. 

1. Biceps. 

2. Median nerve. 

3. Brachial artery. 

4. Brachialis anticus. 

5. Radial nerve. 

6. Pronator teres. 

7. Supinator brevis. 
8, 8. Ulnar artery. 

Incision for ligature of Radial artery at root of thumb. — G. Deep dissection of c. 

Anatomy of Radial artery at root of thumb. 



9, 9. Radial artery. 

10. Flexor carpi radialis; 

11. Supinator longus. 

12. Palmaris longus. 

13. Flexor sublimis digitornm. 

14. Flexor carpi ulnaris. 
16. Ulnar nerve. 



1. Extensor secnndi internodii pollicis. 

2. Extensor ossis metacarpi pollicis. 

3. Extensor carpi radialis brevior. 



4. Extensor primi internodii pollicis. 
0. Extensor carpi radialis longior. 
6. Radial artery. 



THE DELIGATION OF ARTERIES. 



The application of a ligature in the continuity of an artery may be 
required for the arrest of haemorrhage, or the treatment of aneurism. 
In either case it is essential that the vessel should be exposed with 
as little disturbance of the tissues as possible, and efficiently tied with 
a round hempen ligature, unless the cat-gut ligature with antiseptic 
dressings is preferred. The incision through the integuments should 
be made exactly in the right place with one steady sweep of the 
scalpel, which may be most conveniently held for the purpose beneath 
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tlie hand. The skin should be steadied »-ith the finger and thumb 
of the left hand, but must on no aceount be drawn out of its natural 
position. The point of the knife should be entered perpendicularly to the 
surface, and should resume that position as it finishes the incision, so as 
not to leave unsightly " tails" to the wound. In the deeper dissection, the 
scalpel may be conveniently held like a pen, but when in the immediate 
neighborhood of the artery, the blade should be reversed, so as to have the 
back next the vessel 

A steel director is useful in one or two operations, especially when 
vessels and nerves are imbedded in a quantity of loose cellular tissue; but a 
director should not be ordinarily employed to strip an artery for the passage 
of the aneurism-needle, since thereby much bruising may be indicted on the 
adjacent veins. The scalpel and forceps are the best instruments for opening 
the sheath and exposing the artery, and the aneurism-needle itself will be 
the best for completing any separation not readily effected with the knife.' 
All the larger arteries have a distinct cellular sheath in which the t*(»« 
Vitsorum ramify, and although too extensive separation of this connection is 
on that account to be avoided, it must necessarily be divided with the scalpel 
until, in tlie words of Syme, " the surface of the artery appears perfectly 
white and distinct." 

The needle is passed ready threaded, and the loop having been 
caught by the forceps the needle is withdrawn and the ligature tied 
with a close reef-knot, without pulling the artery out of its bed. If a 
hempen ligature is used, one end is cut short, and the other left hanging out 
of the wound. If the cat-gut ligature is employed, both ends are cut close 
to the knot. 

In passing the aneurism-needle, it is well to grasp the tissue by the 
side of the artery (not the artery itself) with the forceps, in order to steady 
it, and then to pass the needle from tiie forceps. If some piece of tissue 
becomes caught on the end of the needle, it should be carefidly inspected to 
see that the point is not driven through the coats of the artery itself, but if 
it is merely cellular tissue, it may be conveniently torn through with the 
nail. Wlien an artery has a single vein it is better, as a rule, to pass the 
needle between the vein and artery ; but when there are two veins, the 
position of the nerve will settle the side from wliich the needle ought to be 



In the living body, before tying a ligature upon a main artery, the 
operator should, by holding the vessel in the loop of thread and com- 
pressing it with the finger, ascertain that the current of blood is controlled, 

' "He maat be iiisuRertblr clumBj who cunnot open ibe ebealh of an arterj «ilbuat pierting the 
proper cwtU of th»t Briery."— Sir ChaiU<i Brll. 
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and pulsation below that point arrested. Otherwise, he may possibly tie a 
nerve instead of the artery, and have great difficulty in subsequently removing 
the ligature. 

The principal differences between the appearances of the arteries in the 
dead and living subject are the following; 

In the dead body, uninjected, the small arteries contain a little 
blood, and, therefore, very closely resemble veins, but the coats being 
thicker, the arteries have a blue, and the veins a purple, appearance. 
When the blood is driven out of the smaller arteries they have a 
wliite appearance, like the larger arteries. The large arteries are white 
and collapsed, and may be distinguished from the nerves by their contour, 
and by the absence of longitudinal markings always to be seen in large 
nerves. 

In the living body, the arteries have a pink appearance, partly from 
the contained blood, and partly from the blood necessarily shed in the first 
incision, and then wiped away. The pulsation of the living artery serves 
at once to distinguish it, but is liable to be propagated to other tissues 
lying close upon it, e.ij., the median nerve may tlius be mistaken for the 
brachial artery. It is important to remember that the manipulation which 
an artery undergoes in an operation is often enough to eause it to contract 
and cease to pulsate temporarily. Again, in cases of hsemorrhage, it may 
be necessary to apply a ligature below the tourniquet, in which case pulsation 
will of course be wanting. 

The length of incision required will vary with the artery and the 
individual. The deeper the artery, the longer the incision required, and, 
therefore, in a fet subject, the incision will be longer than in a thin one. 
The incision in the skin should be made sufficiently freely to obviate all 
difficulty in reaching the deeper parts, and the fascia of the limb divided 
to the same extent. It will be found, as a rule, most couveuient to make 
the incision from above downwards on the right, and from below upwards 
on the left side of* the body, the operator standing on the side to be 
operated upon. For convenience, the descriptions of the operations refer 
to the right side, and the direction of the incision would be reversed on the 
left side, unless special directions to the contrary are given. The wound 
should be drawn open, but not displaced, by an assistant, who may use a 
blunt hook or spatula, and it must be borne in mind that muscles which 
are flaccid in the dead will contract forcibly in the living body, and require 
to be drawn firmly aside. Blecdiug vessels should be twisted or tied, so that 
the wound may be sponged out dry before the deeper and more important 
dissection is undertaken. 
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The Radial Abtery. 



The Radial Artert/ (Plate II.) may be tied in three places, st the wrist, 
in the forearm, aod at the root of the thumb. 

At the wriil (Fig. 1, «).— An incision, li to 2 inches in length, is to be 
placed midway between the tendons of the flexor carpi radialis and the 
sopinator longus and parallel to them, immediately above the annular 
ligament. The first incision must divide only the skin and sub-cutaneoue 
tissue, and expose the fascia of the arm, beneath which the artery with its 
two veins can generally be seen. The fascia being carefully held up with 
the forceps and ojjened, the artery will be seen and the veins must be 
separated from it. There is no nerve in relation with the artery at this 
point, and it is a matter of indifference which way the needle ia 
passed (A). 

Anatomy (Fig. 2). — The artery is placed quite superficially between the 
tendons of the flexor carpi radinlis and supinator longus, and lies upon the 
pronator quadratus. 

FaUtu-iea. — The first incision, if carried too deeply, may divide the artery 
longitudinally, or one of the veins. If placed to one side, the pronator quad- 
ratus may be reached without the artery being recognized. 

In the forearm (Fig. 1, i). — A line drawn from the middle of the bend 
of the elbow to the base of the metacarpal bone of the thumb will mark the 
position of the artery, and an incision at any part of the line would reach 
it. An incision, 2 to 2i inches in length, may be most conveniently made 
in the middle of the forearm, and Mliould be cjirried at once through the deep 
fascia. In a thin subject, this incision will expose the border of the supinator 
longus, hut in a fleshy arm that muscle will nverlaj) the artery considerably, j 
and the bonier must be wought nearer the median line of the arm. The 
edge of the supinator is to be turned outwards, and the artery with its two 
Veins will be found in the cclluliir inlcrval between it and the pronator teres. 
The radial nerve is deeper tliau, ami to the outer side of, the artery, and the 
needle should therefore be passed from the outer side (ti). 

Anaimmj (Fig. 'I). — Tlie radial artery in the forearm lies beneath the f 
supinator longus, an<l upon the Hupinator brevls, insertion of pronator teres, 
radial origin of flexor KuhUmlH digttorum, and flexor longus jrollicis. The 
radial nerve? in at ii diiitnnre in the uppr>r and lower parts, but in the middle 
tliird is in done relation to the outer Hiile. 

Fallacir».—ll' the (irnt inrinitui ifi not tniiile lliroiigli the fiisciu, it is difficult 
to find the edge of the iiii|piii«l4tr. In rellcctiiiK this muscle, it is easy to miss- 
the artery, utid exjioNn the nerve to !(■ outer Hide, 
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At the riKit of the thumb (Fig. 3, c). — In the space b.etween the extensors 
of the thumb, the radial artery may be reached by au incision, li inch in 
length, from the lower end of the radius to the base of the metacarpal bone 
of the thumb, and shghtly overlapping each bone. A large and very 
regular superficial vein will be found to He parallel to this incision, and 
must not be divided. The incision being carefully deepened at the lower 
end, the artery, with its two veins, will be found passing obliquely across the 
incision, and beneath the extensors of the thumb, and may be secured close 
to the base of the metacarpal bone (C). 

Anatomy (Fig. 4), — The radial artery winds from the front to the back 
of the wrist, beneath the extensors of the metacarpal bone and first phalanx 
of the thumb, and upon the external lateral ligament. It ia then crossed by 
the extensor of the second phalanx, and passes between the first and second 
metacarpal bones to the palm. 

Fallacies. — The superficial vein may be mistaken for the artery, which 
is much deeper and very regular as to its course, though uncertain as to its 
branches. The operation is not one of any practical utility, it being ranch 
easier to secure the artery at the wrist. 



The Ulnar Artery. 



The Ulnar Artery (Plate II.) may be tied in two places, at the wrist and 
in the forearm. 

At the wr'uft (Fig. 1, (/). — An incision, li to 2 inches in length, is to be 
made along the radial border of the flexor carpi ulnaris immediately above 
the annular ligament. The first incision is to go through the l&scia of the 
forearm, and expose the white border of the tendon. This being drawn 
inwards with a liook, another process of fascia will be seen binding down 
the ulnar artery, veins, and nerve to the flexors of the fingers. This fascia 
is to be picked up and opened directly over the artery, and the veins having 
been separated, the needle is passed from the nerve, which is to the ulnar side 
of the vessels (D). 

Anatomy (Fig. 2j. — The artery lies beneath the tendon of the flexor 
carpi ulnaris, which is attached to the pisiform bone, and upon the flexor 
Bublimis digiloruni. The ulnar nerve is to the ulnar side of the artery, and 
gives off its dorsal branch at this point. A dorsal branch is often given by 
the artery to accompany the dorsal nerve, and the ligature should not be 
applied too near to it. 

Fallacies. — The position of the pisiform bone in front of the wrist is 
often misapprehended, and the incision made too far to the idnar side, 
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exposing the ulnar border of the tendon, which can be recognized by the 
muscular fibres attached along it. If the deep process of fiwcia is not opened, 
the artery cannot be found. 

lit the forearm (Fig. 1, e). — A line from the prominent internal con- 
dyle to the pisiform bone will mark the course of the ulnar artery in 
the middle and lower thirds. An incision, 2i to 3 inches long, in the 
middle third of this line should be made to expose the deep fascia of the 
limb, through which the white tendinous margin of the flexor carpi 
ulnaris can be j}erceived. An incision carried along this will allow the 
handle of the scalpel to separate the flexor ulnaris from the palmaris longus, 
or the flexor sublimis digitorum, until the ulnar nerve is exposed at the 
bottom of the wound. To the radial border of the ulnar nerve the ulnar 
artery will he foutid with its two veins. The needle should be passed from 
the nerve (E). 

Anatomy (Fig. 2). — The ulnar artery in the upper third of the fore- 
arm takes an oblique course from the middle to the inner side of the 
arm beneath the supei-ficial muscles and the median nerve, and lies upon 
the flexor profundus digitorum. It usually meets the ulnar nerve, which 
comes direct from the internal condyle, at the junction of the upper with the 
middle third of the forearm, and lies to its radial border for the rest of its 
course. The development of the palmaris longus varies considerably, and it 
may be absent. 

Fallacies. — If the incision is made too much in front, the interval 
between the palmaris longus and flexor sublimis digitorum may be selected 
in error. If the incision is too high, the artery will not be in relation with 
the nerve. 

The BKAceiiL Abtekv. 



The RmcJdal Artery, at the bend of the elbow {Plate 11., Fig. 1./).^ 
The position of the median-basilic vein having been ascertained if possible, a 
2-inch iucision, beginning at the level of the internal condyle, is to be placed 
parallel to, and usually above, the veiu on the inner side of the tendon of the 
biceps, which is always to be readily telt, if not seen. The incision may be 
conveniently made from above downwards on both sides of tlio body, the 
operator being between the arm and the trunk on the left side. The bicipital 
fascia, varying much iu thickness, will be exposed by the first incision, and 
on dividing it with the knife and forceps, or, if preferred, upon a director 
slipped beneath it, the artery with its two veins will be found between the 
median nerve and the tendon of the biceps. The needle to be passed from 
the nerve (F.) 
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Anatomy (Fig. 2). — The space at the end of the elbow is bounded 
externally by the supinator longus, internally by the pronator teres, and 
its floor is formed by the brachialis anticus and supinator brevis. The 
median nerve, brachial artery, and tendon of the biceps lie in that order from 
the inner side, but the nerve may be at some distance from the artery. The 
bicipital fascia varies both in extent and thickness, according to the develop- 
ment of the muscle itself. 

Fallacy. — In the case of a high division of the brachial artery, there 
may be two arteries side by side, or one may pass superficially over the 
bicipital fascia. 
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FIG. 1. 



a. Incision for ligature of the Brachial artery. 

h, ** '* third part of the Axillary artery. 

c. Paracentesis thoracis. 

A. Deep dissection of a. 

B. " '' b. 



FIG, 2. Anatomy of the Brachial and Axillary arteries. 






1,1. 


Biceps muscle. 




9. 


Coraco-brachialis. 


2,2. 


Ulnar nerve. 




10. 


Latissimus dorsi and teres major. 


3,3. 


Median nerve. 




11. 


Deltoid muscle. 


4. 


Bri^chial veins. 




12. 


Basilic vein (cut). 


6. 


Brachial artery. 




13. 


Pectoral is major. 


6,6. 


Internal cutaneous nerve. 




14. 


Axillary vein. 


7. 


Axillary artery. 




15. 


Musculo-spiral nerve. 


8. 


Triceps muscle. 









The Brachial Artery. 



The Brachial Artery (Fig. 1, a) is best tied in the middle of the arm, at the 
inner border of the biceps muscle. The arm is most conveniently held by an 
assistant at right angles to the body without resting upon any support, which, 
if employed, is apt Xo push up the triceps muscle and displace the vessel. 
On the right side, the operator will most conveniently stand behind the arm, 
and look over it to make his incision from above downwards ; on the left side, 
he will be similarly placed, but make his incision from below upwards, or may 
be seated between the arms and the trunk and begin his incision above. 

Feeling the inner border of the biceps with his left hand, the operator 
makes an incision, 2i to 3 inches long, upon the edge of the muscle in the 
middle of the arm. The incision should divide the deep fescia of the limb 
and expose the fibres of the biceps without dividing them. The deep fascia 
being drawn inwards, a dissection is made along the edge of the biceps to 
expose the median nerve, which is to be drawn outwards with a blunt 
hook by an assistant, in order to expose the brachial artery and veins 
beneath it (A). It may be more convenient to draw the nerve inwards if it 
has crossed the artery higher than usual, but in either case the aneurism- 
needle should be passed from the nerve. Occasionally the brachial artery 

D 
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lies superficially to ttie nerve, in which case tlic vessel will he founii next 
to the biceps. 

Anutomy (Fig. 2). — The brarhiul is the direct continuation of the axillary 
artery, beginning at the lower border of the teres major, and ending at its 
point of bifurcation. It lies along the inner border of the biceps and is 
usually crossed by, but may go over, the median nerve about the middle 
of the arm, and it rests upon the inner head of tlie triceps, the coraco- 
brachialis, and the brHchialis anticus, A high division, or a high additional 
trunk (generally the ulnar) is not veiy unfreiiuent, in either of which cases 
two vessels of similar calibre may lie side by side, and it may be necessary to 
ligature both. 

FiiUacien. — If the arm is allowed to rest on the table, the triceps may 
be pushed up and be mistaken for the biceps. A more common error is 
to endeavor to cut upon the artery or median nerve (which last is often 
prominent), without exposing the biceps. Tlie incision is then made too 
much to the inner side, the basilic vein may be exposed and be mistaken 
for the artery, or the ulnar nerve may be reached and be mistaken for the 
median. The transmission of pulsation to the median nerve causes it closely 
to resemble the artery in the living body. 



Tee Axillary .\htekt. 



The AxUhrt/ Ark-iy (Fig. 1, h) in its third part, may be readily reached 
when the arm is at right angles to the body. The operator should sit between 
the arm and the trunk, and may most conveniently make his incision from 
below on the viijhl, and from above on the hf( side. 

The anterior and posterior boundaries of the axilla are easily seen, and 
au incision 3 to 3i inches long is to be placed parallel to the anterior border 
(pectoralis major) at the junction of the anterior with the middle third of the 
space, i.e.^ one-third of the whole width of the axilla behind its anterior 
border. Carried through the deep fascia, this will expose the axillary vein, 
which is to be drawn down by an assistant (B). The great cords of the 
brachial nerves will then be seen, and a little separation of these will expose 
the large axillary artery between thcin. The needle shonld be passed from 
the inner side, or away from the vein, and the ligature must not be applied 
close to a branch. 

Anulumt/ (Fig. 2). — The axilla is bounded by the pectoralis major in 
front, and by the latissimus dorsi, teres major, and subscapularis behind. 
The axillary vessels and nerves pass through the space, lying nearer the 
anterior than the posterior border. In the lower part, the axillary artery 
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has the median and mnsculo-cutanpous nerves to its outer side, the lUnar and 
interna! cutaneous nerves with the vein to its inner side, and the musculo- 
spiral nerve with the latissimus dorsi and teres muscles behind. The arrange- 
ment of the veins varies, for instead of one large axillary vein, the basilic 
vein may take its place, there being two vence comifes in close relation with 
the artery. Occasionally the artery may be quite supei-ficial to the nerves at 
the lower part of the axilla, and in this case the brachial artery usually 
crosses the median nerve. 

Fallacm. — If the incision is made in the middle of thea xilla, the vein 
will be to its outer side, and in great danger, and it will be difficult to expose 
the artery. The relation of the artery to the nerves being uncertain, it is 
easy to miss the vessel, or to mistake one of the cords for it. If the ligature 
were applied too close to the large sub-scapular branch, secondary hfemorrhage 
would be likely to occur. 



Paracentesis Thouacis. 



Riraccutesin Thoracis (Plate III. Fig. 1, t) is best performed between 
the sixth and seventh ribs, midway between the anterior and posterior 
boundaries of the axilla. The intercostal vessels run along the lower border 
of each rib, and therefore the trochar should be entered at the upper border, 
the skin being drawn up so that the wound may be valvular. If an ordinary 
trochar be employed it is convenient to make a small incision in the skin so 
that it may not be punctured, but if the small needle of an aspirator be used, 
this may be pushed through the skin in an upward direction. When it 
becomes necessary to make a free incision to relieve empyema, this may be 
safely done along the upper border of the sixth or seventh rib. 
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FIO, 1. 



FIG, 2. 



FIO, 8. 



a. Incision for ligatnre of the first part of the Axillary artery. 



b. 

c. 
A. 
B. 



a 



it 



third part of the Subclavian artery. 
Incisions for Amputation of Breast. 
Deep dissection of a. 
Deep dissection of 6. 

Anatomy of the first part of the Axillary artery. 

1. Brachial plexus. 

2. Pectoralis major. 

3. Cephalic vein. 

4. Acromio-thoracic artery. | 

Anatomy of the third part of the Subclavian artery. 

1. Omohyoid muscle. 

2. Subclavian artery. 

3. Transversalis colli artery. 

4. Sterno-mastoid muscle. 

5. Trapezius muscle. 

6. Scalenus anticus muscle. 

7. Brachial plexus. 



5. 


Deltoid muscle. 


t). 


Axillary artery. 


8. 


Axillary vein. 


10. 


Pectoralis minor. 


8. 


Transversalis humeri vessels. 


9. 


Clavicle (cut). 


10. 


Subclavius muscle. 


11. 


Deltoid muscle. 


12. 


Subclavian vein. 


13. 


Pectoralis minor. 


14. 


Pectoralis major. 



The Axillary Artery. 



The Axillary Artery (Fig. 1, a) may be tied in the lirst part on the 
dead body, but the operation would be extremely difficult and dangerous 
on the living subject. A curved incision from the coracoid process to the 
sterno-clavicular joint will expose the clavicular fibres of the pectoralis 
major, which must be divided to the same extent, care being taken to 
preserve the cephalic vein, which lies at the outer angle of the wound 
between the pectoralis major and deltoid. In the cellular tissue beneath 
the pectoralis major will be seen one or two vessels which lie upon the 
costo-coracoid membrane, and the forefinger is to be thrust through the 
membrane to the outer side of these. The membrane being torn through 
(or divided if necessary), the pectoralis minor can be drawn down with a 
spatula, and the space in which the artery lies will be exposed (A). A steel 
director or other blunt instrument should be employed to define the artery, 
which will be found between the trunks of the brachial plexus on the outer. 
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and the axillary vein on the inner, side. The needle is to be passed from 
the vein. 

Anatomy (Fig. 2). — The clavicular fibres of the pectoralis major must 
be divided, as it would be impossible to reach the vessel satisfactorily through 
the small interval between the clavicular and sternal fibres of that muscle. 
The vessels seen beneath the pectoralis major are from the acromio-thoracic 
(thoracic axis) branch of the axillary, and if dra\vn outwards, would greatly 
embarrass the operator. The cephalic vein passes up the arm between the 
pectoralis major and deltoid, and crosses the axillary artery to open into the 
vein close to the clavicle, and usually too high to be inconvenient. The 
costo-coracoid membrane, seen above the pectoralis minor, varies in thickness, 
but must be divided in order to reach the upper border of the pectoralis 
minor, the fibres of which pass obliquely to the coracoid process. The 
axillary artery in its first part lies upon the first intercostal space and digita- 
tion of the serratus magnus, with the vein to its inner, and the great cords 
of the plexus to its outer, side. Some variation in the relation of the nerves 
is not uncommon, but the vein is constant in its relation. The size of the 
acromio-thoracic artery varies, and one of its branches may be conveniently 
used as a guide to the main artery should it not be readily found. 

Fallacies, — The pectoralis major has occasionally a cellular interval 
between two planes of muscle, and this may be mistaken for the space 
beneath it. If the incision is put too low, it will be difficult to reach the 
upper border of the pectoralis minor. The axillary vessels are placed at a 
great depth in a stout subject, and any incautious use of sharp instruments 
might easily open the axillary vein and destroy the patient by haemoiThage. 



The Subclavian Artery. 

The Subclavian Artery (Fig. 1, 6) in its third part, may be tied either 
for axillary aneurism, or for aneurism of the innominate or aorta. In the 
former case, the operation will be more difficult than in the latter, owing to 
the elevation of the shoulder and clavicle by the axillary tumor. In order 
to reach the vessel, the arm should be drawn down, and the head turned 
towards the opposite side, so as to bring the posterior triangle thoroughly 
into view. Standing at 'the shoulder of the patient, the operator draws the 
skin down upon the clavicle with the left hand, and makes a curved incision 
upon the bone, reaching from the sterno-mastoid to the trapezius. This 
incision should divide the skin, platysma, and fascia down to the bone, and 
with them the descending branches of the superficial cervical plexus, and 
possibly a branch of vein which may pass superficially from the cephalic, 
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and which ehould he tied at once if it bleeds. The skin being now allowed 
to resume its natural position, the incision wUl be abont half an inch above 
the clavicle, and must be deepened by cutting carefully with knife and 
forceps through the deep fascia thus exposed. 

The position of the external jugular vein should have been previously 
ascertained, if possible, and it should be carefully exposed. If it is close to 
the sterno-mastoid, so that it can be couveniently held out of the way with 
a hook, it should be preserved, but if it is in the middle of the incision, it 
should be tied in two places, and divided between them. The posterior 
belly of the orao-hyoid may or may not be seen, and it is of no importance, 
but if seen, the dissection should be kept below it. 

The finger introduced at the inner part of the wound, and behind the 
clavicle, will be able to recognize the edge of the anterior scalenus, and the 
first rib with its tubercle, and possibly the artery and the cords of the 
brachial flcxus (B). With the steel director and forceps a cautious dissec- 
tion ia to be made in the dii-ection of the artery, the finger being applied 
from time to time to ascertain its exact position, until by tearing through a 
process of fascia continuous with the scalenus, the vessel is exposed. The 
needle may be most conveniently passed from above downwards, i.e., 
between the last cord of the brachial plexus and the artery, rather than from 
below between the vein and artery as usually directed. There is much 
greater risk of including the nerve in the ligature by the latter proceeding, 
than there is of injuring the vein (always at some distance) by the former, 
which is therefore recommended. 

Aitatomt/ (Fig. 3). — The incision corresponds to tlie base of the posterior 
triangle of the neck, which is bounded in front by the stemo-mastoid, and 
behind by the trapezius. The extent of attachment to the clavicle of 
both these muscles varies, and in a muscular subject it will be necessary 
to divide some of the clavicular fibres of the sterno-mastoid in order to 
reach the artery. 

The size and position of the external Jugular vein vary greatly as 
already mentioned, and the transversalis colli and transversalis humeri veins 
may join it so as to cover the artery, and greatly complicate the operation. 
Ordinarily, the transversalis colli artery is well above the incision, and the 
transversalis humeri artery close behind the clavicle and out of danger, but 
one or both may be exposed. The posterior belly of the omo-hyoid always 
crosses the posterior triangle obliquely, but at a very variable height. It is 
practically of no assistance as a guide to the artery, and has simply to be 
avoided. 

The third part of the subclavian artery reaches from the outer border 
of the scalenus anticus to the lower border of the first rib. It is covered 
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by a process of fiiscia attached to the scalenus, and may be crossed by the 
extenial jugular veiti. It lies against the scalenus medius, the last cord of 
the brachial plexus, and the first rib ; the rest of the plexus being imme- 
diately above, and the subclavian vein below the artery. Usually the 
subclavian artery gives off no branch, but the transversalis colli or trana- 
versalis humeri (or even both), may arise from it instead of from the thyroid 
axis, in which case the branch would be in danger of division, and the 
iliffieulty of tying the subclavian satisfactory would be much increased. 

Fidlticies. — The great risk of the operation is venous hjemorrhage, 
which is to be guarded against most carefully. In the male subject, the 
scalene tubercle in the first rib, and the edge of the scalenus ai^e readily 
recognized with the finger pushed downwards and inwards behind the 
stemo-mastoid, but in the female, these points are not as readily distinguished, 
though the artery lying on the rib may be felt. In the dead body, it is 
quite possible to thrust the finger in front of the scalenus and reach the 
trachea, if undue violence is employed. 

It occurred to the author on one occasion, to be obliged to abandon 
the operation, owing to the artery being completely overlapped by the sac 
of the aneurism (aortic), which had forced its way into the neck. 

The last cord of the brachial plexus has been tied, instead of, or with, 
the artery on more than one occasion. 



Removal of the Breast. 



The incisions for removal of the breast (Fig, 1, c) must vary accord- 
ing to the size of the tumor, and the amount of skin involved. Two 
elliptical incisions carried above and below the nipple suffice for the great 
majority of cases, and they may be most conveniently placed as shown in 
the illustration, so that when the patient is recumbent, the outer end of the 
wound may be most dejwndent. This extremity of the wound may also be 
prolonged into the axilla very readily, when, as often happens, enlarged 
glands require removal. 

In order to avoid loss of blood, the lower incision should be made first, 
and the skin be reflected from the breast before the upper incision ia 
begun. In thin subjects, great care will be necessaiy to avoid making 
" button-holes " in the skin, or dissecting the skin so thoroughly as to cause 
it to slough. In fat subjects, the skin and sub-cutaneous fat can be readily 
reflected with very little employment of the knife, by a free use of the 
fingers, and this method has the advantage of causing very little 
haemorrhage. Great care should he taken to expose the thin border of the 
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gland effectually, so that none of it is left behind, and the edge being then 
forcibly raised, a few touches of the knife will free the under surface of 
the breast from its cellular bed upon the pectoral muscle. If, as often 
happens, the disease has involved the pectoral muscle, the fibres drawn up 
with the breast should be divided and removed with it, and in severe cases, 
it may be necessary to remove nearly the entire muscle. 

When diseased axillary glands exist in connection with mammary 
disease, they are close beneath the pectoral muscle, and not in the 
neighborhood of the axillary vessels, unless the disease is very extensive. 
They may be most conveniently enucleated with the finger, any vessel 
supplying a gland being ligatured before the gland is separated. In this 
way the axilla may be thoroughly cleared out, if necessary, with very little 
haemorrhage or risk to the patient. 
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FIG. 1. 



a. Incision for ligature of Common Carotid artery above omo-hjoid. 



b, c. 
d. 
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A. 
B. 
D. 



below omo-hyoid. 
Additional incision for ligature of Innominate artery. 
Incision for ligature of Lingual artery. 
" Facial artery. 

Deep dissection of a. 
" " 6. 

" « d. 

1. Mylo-hyoideu8. 

2. Sub-maxillary gland. 

3. Lingual artery. 

4. Hypoglossal nerve with vein. 

5. Digastricus. 

6. Hyo-glossus (cut). 
E. Deep dissection of e, 

FIG, 2. Anatomy of Common Carotid artery and its branches. 



1. Masseter. 

2. Facial artery and vein. 

3. Occipital artery. 

4. Anterior belly of digastricus. 

6. Posterior " " and stylo-hyoideus. 

Hypo-glossal nerve. 
Piieamo-gastric nerve. 
Lingual artery. 
Lingual vein (cut). 



6. 
7. 
8. 
9. 



10. Thyro-hyoideus. 

11. Descendens noni nerve. 

12. Superior thyroid artery. 

13. Internal jugular vein. 

14. 14. Sterno-thyroideus. 

15. Sterno-mastoid (cut and reflected). 

16. Common carotid artery. 
18. Omo-hyoideus. 

20. Sterno-hyoideus. 



The Common Carotid Artery. 

The Common Carotid Artery (Fig. 1) may be tied in two places, above 
or below the omo-hyoid muscle, the former being the easier and preferable 
operation in most cases. The head being turned with the chin towards the 
side opposite to that on which the operation is to be performed, the edge of 
the sterno-mastoid muscle is to be defined, and this, even in very muscular 
subjects, will be found to be perfectly straight below the level of the hyoid 
bone. 

E 2 
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Above the omo-hynid {a). — An incision, 2i to 3 inches in length, is to be 
placed exactly on the anterior oblique border of the stcnio-mastoid muscle 
imraediately opposite the larynx, so that the middle of the incision may 
correspond to the lev<;l of the cricoid cartilixge. The incision should be 
carried at once through the platysma, superficial cervical neive, and fascia, 
to expose the muscular fibres of the sterno-mastoid, unless the external 
jugular vein should happen to cross the line of incision, in which case it 
must be secured with two ligatures before being divided. The anterior edge 
of the sterno-mastoid is to be carefully turned back until the angle formed 
between it and the omo-hyoid at the lower part of the wound is clearly defined. 
The sterno-mastoid is then to be held back by an assistant while the operator 
dissects forward the outer edge of the omo-hyoid, which is then to be held with 
a hook, so as to increase the space between tlie two muscles. In doing this, a 
large anterior jugular vein may be seen, and must be carefully preserved. The 
forefinger, introduced into the lower part of the wound, will now recognize the 
artery, inclosed in its sheath, by its pulsation antU by its slipping beneath the 
finger across the vertebvie behind. The exact position of the artery being thus 
ascertained, the fibrous sheath is to be opened with knife and forceps directly 
over it, and the surface of the \essel fully exposed by carefully dissecting the 
cellular sheath without injuring the descendens noni nerve if it should happen 
to be seen. The outer side of the sheath being grasped with the forceps, the 
needle is to be passed close to the artery from without inwards, and will readily 
surround it (A). 

litluio the umit-hyoiil {n — h). — An incision, 3 inches iu length, along the 
anterior border of the lower third of the sterno-mastoid muscle will allow that 
muscle to be reflected outwards (with or without division of its sternal attach- 
ment), until the muscles passing upwards to the hyoid bone (with, in some 
cases, an anterior jugular vein) are exposed. The outermost muscle is the 
omo-hyoid, and this is to be separated from the stcmo-hyoid, when the broad 
sterno-thyroid will be seen beneath them, pushed up by thyroid gland. The 
finger carried between the omo-hyoid and sterno- thyroid, both of which are to 
be held aside with hooks, will distinguish the carotid in its sheath lying against 
the vertebrBe, and the space mnst be cautiously cnlfrged so as to bring the 
sheath into view. The slieath is to be opened with knife and forceps, and the 
artery fully exposed, without injuring the descendens noni nerve, when the 
needle may be passed from witlinut inwards, as in tlie former ojx'ration. In 
muscular subjects it may be necessary to divide the sterno-thyroid muscle in 
order to reach the artery (B). 

Aiiitdmi/ (Fig. 2). — Ihe relations of the common carotid artery are the 
same on both sides of the neck, each artery bifurcating ordinarily at the level 
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of the upper border of the thyroid cartilage, but the left artery is considerably 
longer than the right, arising from the arch of the aorta within the thorax; 
hence the left ciirotid may be safely tied near the stemo-clavicular articulation 
than the right, which arises from the innorainata at that spot. The common 
carotid lies beneath the sterno-mastoid muscle in all its cervical portion, and 
also beneath the stemo-hyoid and steriio-thyroid muscles in the lower half of 
its course, being crossed by the omo-hyoid about the middle. It is inclosed in 
a fibrous sheath derived fi-om the deep cervical fascia, upon or within which 
the descendens noni ner^e forms loops with its communicating branches. 
Within the sheath and to the outer side of the artery is the large internal 
jugular vein, and between and behind the two is the pneu mo-gastric or vagus 
nerve. On the left side of the neck the jugular vein tends to overlap the artery 
somewhat, especially at the tower part, but in the operation the veiu should be 
seldom seen, and the vagus nerve never. The carotid sheath lies against the 
vertebra? and prevertebral muscles with the sympathetic cord, and the inferior 
thyroid artery crosses behind it at the lower part. The larynx, trachea, thyroid 
gland, and cesophagus are to the inner side of the arterj', and the thyroid, if 
enlarged, may overlap or even displace the great vessels. 

Fallacies. — If the first incision is not miide exactly upon the margin of 
V the sterno-mastoid there will be difficulty in reflecting it. When the sheath is 
{exposed it should be opened directly over the artery, i.e., to the inner side ; if 
I opened to the outer side the vein will be exposed, and in the subject, when 
[empty, may readily be opened by mistake for the sheath. The pneu mo-gastric 
I may be tied in the ligature if the needle is not carried close round the artery. 



The Innominate Artery. 



The Innomimde Arlerij (Fig. 1, a h c) has never been successfully tied, 
L and its ligature is generally regarded as unjustifiable. It can be reached on 
I' the dead body by an incision similar to that for the lower ligature of the carotid 
I joined by another incision along the clavicle, so as to allow of free division 
iand reflection of the sterno-mastoid. The sterno-hyoid and stemo- thyroid 
I muscles must then be cut across close to the sternum, behind which bone a 
I cautious dissection is to be made with the steel director and finger in order to 
l.;teach the innominate artery, the best guide to which will be the common carotid 
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which can be traced down to its origin. The needle should be passed from 
right to left. 

Aimtomy. — The innominate artery is crossed by the left bmchio-cephalic 
vein, and has in front of it the remains of the thymus gland, the sternum, and 
the origins of the sterno-hyoid and stemo-thyroid muscles. The right inferior 
thyroid vein crosses it obliquely, and must not be interfered with, 'ITie 
pneumo-gastic and phrenic nerves with the innominate vein are to the right of 
the artery and in close relation to it, and the pleura is immediately behind it 
at the point where it would be tied. 



The Lingual Artery. 

77(6 Lingual Artery (Fig. 1, ()) may be most certainly tied at the apex of 
the digastric triangle beneath the hyo-glossus, as follows: A curved incision, 
beginning to the right of the symphysis menti, is to bo carried to the level of 
the hyoid bone, and then nearly up to the angle of the jaw. This should divide 
the platyama and expose the sub-maxillary gland without injuring it. The 
lower border of the gland is then to be turned up and held with a hook, when 
a little dissection will expose the two bellies and intervening tendon of the 
digastric, forming two sides of a triangle, of which the 9th or hypo-glossal 
nerve is the base. The nerve will be seen to pass beneath the posterior border 
of the mylo-hyoid which should be defined, and is usually accompanied by a 
branch of the lingual vein. Both these are to be dissected up a little, so as to 
bring the hyo-glossus muscle, on which they lie, fully into view, and the hyo- 
glossus is then to be divided transversely about one-eighth of an inch above the 
great cornu of the liyoid bone, when the lingual artery with its vcnm comiiea 
will be seen. The needle should be passed from above downwards (D). 

Annloiiiy. — The lingual artery arises from the external carotid either alone 
or in common with the facial artery. In the latter ease it descends to the level 
of the hyoid bone, and does not pass along the whole length of the greater 
cornu, and would not be found if the incision were made at its extremity. It 
passes beneath the hyo-glossus, and upon the middle constrictor and the fibrous 
bag of the pharynx, and there gives off a dorsal branch which, however, is 
seldom seen in the operation. 

FaUficies. — If the incision is carried up to or beyond the angle of the jaw, 
the large facial vein may be divided, and will require two ligatures. In dividing 
the hyo-glossus, if the incision is made too deeply it will open the pharynx. 
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This part of the operation is easier on the living than the dead body, since the 
muscular fibres contract when divided, and the artery protrudes by its own 
elasticity. 



The Facial Artery. 



The Facial Artery (Fig. 1, e) may be tied immediately in front of the 
masseter, on the margin of the lower jaw, by an incision, one inch in length, 
parallel to the fibres of the masseter. The artery lies upon the bone imme- 
diately beneath the platysma, and the vein is to its outer side. The artery is 
often tortuous, and is more easily found in the living than the dead subject, 
owing to the pulsation (£) . 
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FIG, 1. 



a. 
h. 
c, 
d. 
e. 



Incision for ligature of External Iliac artery. 
" " Common Iliac artery. 

" " Common Femoral artery. 

^' strangulated Inguinal Hernia. 

" " Femoral Hernia. 



A. Deep dissection of a, 

B. " " b. 



FIG, 2. Anatomy of Iliac arteries and Hernia. 

1. Abdominal aorta. 

2. Spermatic vessels. 

3. Inferior vena cava. 

4. Ureter. 

5. Obliquus externus. 

6. Genito-crural nerve. 

7. Obliquus internus. 

8. Psoas magnus. 

9. Transversal is. 

10. External cutaneous nerve. 



11. Epigastric vessels. 

12. Iliacus internus. 

13. Spermatic cord passing through in- 

ternal abdominal ring. 

14. Section of transversalis. 

15. External abdominal ring. 

16. Section of obliquus internus. 

17. Saphenous opening. 

18. Section of obliquus externus. 



The Iuac Arteries. 



The External Hiac Artery (Fig 1, a) may be tied by a curved incision, 
4 to 5 inches long, through the abdominal muscles. It will be found con- 
venient to begin the incision below on both sides of the body, at a point an 
inch to the outer side of the middle of Poupart's ligament and an inch above 
its level, and to prolong it to a point an inch above the anterior superior 
iliac spine. The first incision should expose the tendon of the external ob- 
lique, and may divide the superficial epigastric artery, which in the living 
body should be secured at once. The tendon is then to be divided to the 
same extent, the blade of the knife being held with its edge perpendicular 
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to the surface in the whole lengtli of the incision, and the muscular fibres of 
tlie internal oblique will be exposed. These are to be divided in the same 
way, the original curve of the incision being carefully preserved, until the 
transversalis is exposed. 'ITie muscular fibres of the transversiilis are then to 
be divided in the original curve and by the same method, or, if preferred, a 
portion of the muscle may be taken up with forceps and divided with the 
blade held horizontally until the transvei-salis fascia is brought into view, 
when a director may be slipped beneath the remainder of the muscle, and 
the knife run along it. The transversalis fascia, which will now be exposed 
in the whole length of the incision, will be found to vary much in the 
quantity of iat it contains, being sometimes thin and transparent, and at 
otliei's thick and well developed. It is to be picked up with forceps, and 
carefully opened with the blade held horizontally, and, the director being 
inserted, it is to be divided. The outside of the peritoneum will now be 
exposed. It is of a bluish appeai-ancc, and the bowels can be indistinctly 
seen through it with, in the dead body, some tluid. 

The assistant has hitherto only kept the abdominal wall tense with his 
hand, and made slight traction upon the muscles as they are divided, but he 
must now be prepared with a broad bent spatula to draw up and hold the 
peritoneum out of the way. 

The operator with his forefinger carefully strips up the peritoneum 
from the iliac fossa towards the median line as far as the inner border of 
the psoas, taking care neither to tear up the psoas by forcing his finger 
through its sheath at the outer border, nor to tear the iliac vessels away 
from the inner border of the muscle. The external iliac artery and vein 
will be found lying parallel to the inner border of the psoas in a distinct 
sheath of fascia, which must be opened with knife and forceps in order to 
expose the artery. The vein lies to the inner side of the artery, and the 
genito-crural nerve to its outer side ; the needle should be passed from 
within outwards (A). 

Analomy (Fig. 2). — The external iliac artery has the same relations on 
both sides of the body. It extends from the bifurcation of the common iliac 
artery to Poupart's ligament, lying along the inner border of the psoas in 
the whole of its course, and inclosed with the vein in a separate sheath of 
fascia. The genital branch of the genito-crural nerve lies upon the outer 
side of the artery, and close to Poupart's ligament it is crossed by the vas 
deferens. The spermatic vessels lie upon the artery at its lower part, but 
will in the operation be turned forward, and may be seen with the vas 
deferens at the internal abdominal ring. Close to Poupart's ligament the 
artery gives ofl' the deep epigastric and circumflexa ilii branches, and the 
ligature must not be applied too near these. 
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Fallacies. — If the incision is placed too near the middle line there will 
be risk of opening up the external abdominal ring or the sheath of the 
rectus, and of dividing the epigastric artery. If the incision is put too low, 
it will interfere with the inguinal canal and spermatic cord in front, and, 
behind, the trunk of the circnmflexa ilii, running between the internal 
oblique and ti-ansversalis, will be divided. The curve and length of the 
incision must be carefully preserved or it will be difficult to reach the 
artery, and each muscle should be finished before the deeper one is interfered 
with. With practice and a steady hand it is possible to divide all the 
tissues down to the peritoneum without having recourse to the director, but 
it is safer to use the director for the fascia transversal is. In using the 
director great care must be taken not to force it through deeper structures 
unawares, but by moving it horizontally to make it clear its way at the 
intended level. When dividing the structures upon the director the knife 
should not be run up to the extremity of the groove, lest the peritoneum 
should have become folded over the end of the instrument and tlius be 
divided. The outside of the peritoneum is not glistening and smooth, but 
slightly roughened from the separation of its attachments. \ wound of the 
peritoneum is not necessarily fatal in the living body, and in the dead is 
only inconvenient by letting out the contained fluid. 

The tendon of the psoas parvus may be mistaken for the artery, par- 
ticularly in old subjects, in whom the artery is tortuous Esad does not run 
along the brim of the pelvis, but, making one or more bends, emerges from 
the pelvis close to Poupart's ligament. In such a case (which is hardly 
likely to occur in an operation on the living subject) the artery must be 
hooked up out of the pelvis with the finger before being separated from the 
vein. 

The Common Iliac Artery (Fig. 1, i) may be tied through an incision 
resembling that for the external but more extensive, or it may be reached 
by enlarging that incision. Beginning at the level of the anterior superior 
iliac spine, and about li inch nearer the median line than that point of 
bone, a Semi-lunar incision, 5 to 5i inches long, is to reach well back over 
the ilium and up towards the last rib. The external oblique, internal 
oblique, and transversalis are to be successively divided, and the peritoneum 
exposed by dividing the fescia transversalis on a director. The peritoneum 
is then to be stripped up and turned forward as in the preceding operation, 
but two spatulas will be required to exercise the necessary traction. The 
spermatic vessels and ureter are turned forward with the peritoneum, to 
which they adhere, and the operator feels for the promontory of the 
sacrum, and with the steel director tears through the cellular tissue sur- 
rounding the artery, immediately above this bone. The needle must be 
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passed from right to left on both sides of the body, the vein being to the 
right side in both cases (B). 

Anatomy (Fig. 2). — The common iHac artery extends from the bifurca- 
tion of the aorta on the left side of the fourth lumbar vertebra to, usually, 
the sacro-iliac synchondrosis, but it may bifurcate earlier. The artery is 
crossed by the ureter, and, on the left side, by the rectum, and is covered by 
the peritoneum. The relation of the veins differs on the two sides. On 
the left side, the vein lies internally to the artery and crosses beneath the 
right artery to the vena cava; on the right side, the vein is at first behind, 
and then to the outer side of the artery to join the vena cava, which is also 
to the right side. Thua both veins are to the right of their respective 
arteries. 

Fallacies. — In addition to the points referred to under the external iliac, 
there is the possibility of mistaking the enlarged ureter for the vessel, and 
of tying the upper part of the external iliac artery instead of the common 
iliac. The operation has not been a successful one, and is now practically 
abandoned. 

The Internal Iliac Artery, or the Abdominal Aorta might be reached 
by the incision here described, but the operations are not of practical utiUty. 



The Common Femoral Aetert. 



The Common Femoral Artery (Fig. 1, c) may be tied without any 
difficulty half an inch to an inch below Poupart's ligament, by a 2i inch 
incision parallel to the ligament. The artery lies midway between the 
anterior superior iUac spine and the symphysis pubis, and can be readily 
felt in the living or dead body. The incision is to be carried through the 
fascia lata, and any small bleeding vessels being secured, the exact position 
of the femoral artery is to be ascertained with the finger. The femoral 
sheath being then picked up with the forceps is to be opened vertically 
directly over the artery, when the needle can be passed from within out- 
wards. 

Anatomy. — The common femoral artery lies in the femoral sheath with 
the femoral vein to its inner side, and is covered only by the fiiscia lata 
and integuments. It gives off three or four small branches, which may be 
in the way. 

Fallacy. — The only fallacy is that the common femoral artery may be 
80 short, that unless the ligature is applied close to Poupart's ligament, the 
vessel tied may prove to be the superficial femoral. 
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THE OPERATIOX FOR STRANGULATED HERNIA. 



The incision for the relief of a strangulated fwfuiiin/ Ilcniiu (Fig.l, </) 
should be made over the external abdominal ring in the axis of the swelling. 
A transverse fold of skin being picked up, the scalpel is made to transfix it 
with the back towards the hernia, and by dividing it makes an incision 
averaging 14 to 2 inches long, which may be readily enlarged if necessary. 
In doing this, the superior external pudic artery will probably be divided 
and require a ligature. The amount of tissue between the skin and the 
hernial sac will vary very much. If slight and fatty it may be most con- 
veniently torn through with the nails of the forefingers, but if too tough 
for this, it should be picked up with forceps and divided with the knife held 
horizontally, when, a hole being thus made, a director may be slipped 
beneath, and the scalpel run along the groove. The cremaster is the only 
stracture likely to be recognized in an operation for hernia, and the 
operator should not attempt to make several layers of fascia, but dissect 
steadily down to the peritoneal sac, which will be recognized by its bluish 
appearance, and the presence of intestine and fluid within it, as in the 
operation for tying the iliac arteries. The sac being reached, the finger 
can bo readily carried along it into the inguinal canal to seek for the 
point of constriction, and if this is found, it should be divided directly 
upward with a hernia knife, slipped along the finger and guided by the 
nail beneath the constriction. Failing to find a constriction, or failing 
to return the bowel after dividing it, the opemtor must open the sac. 
The sac is to be opened by picking it up with forceps aud dividing 
it horizontally close to them. It is generally thicker than anticipated, 
and will be known to have been opened by the escape of fluid from 
the interior, except in the rare case of adhesion to the hernial contents. 
The director is then to be slipped in and the sac opened to the extent of 
an inch and a half, so as to allow of the introduction of the finger without 
permitting the escape of the intestines. The finger is then to pass 
upwards in search of the stricture, which, being found, is to be divided 
with the hernia knife guided by the finger-nail as before. It can seldom 
be necessary to use a director to divide the stricture, and there is always a 
danger of doing mischief with its point. 
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The incision for the relief of a strangulated Femoral Hernia (Fig. 1, e) 
may be most conveniently made close to the inner side of the sac, by 
pinching upon a transverse fold of skin and dividing it as in the previous 
operation. The subcutaneous tissues can be readily torn through with the 
finger-nail and the sac reached, when the finger can be at once passed along 
its inner side to the constriction, which will probably be at the femoral 
ring. The hernia knife, guided by the finger-nail, should be slipped beneath 
Gimbernat's ligament and made to divide a few fibres, cutting towards the 
median line. If it becomes necessary to open the sac, the original incision 
may be enlarged, or another at right-angles to it made. The sac is to be 
picked up and opened on a director sufiiciently to admit the finger, as in 
the preceding operation, and the constriction in the neck of the sac is then 
to be divided directly inwards in the same way. The existence of an 
abnormal obturator artery cannot be diagnosed, and with ordinary care it 
is not likely to be divided. 
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FIG, 1. 



a. Incision for ligature of Femoral artery in Scarpa's trjangle. 
h, " " Femoral artery in Hunter's canal. 

c, " " Popliteal artery. 
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1. Femoral artery. 






8. Femoral artery in Hunter's canal. 


2. Femoral vein. 






9. Sartorius. 


3. Anterior crural nerve. 






10. Internal saphenous nerve. 


4. Internal saphenous vein. 






11. Rectus femoris. 


5« Psoas and lliacus. 






12. Popliteal artery. 


6. Gracilis. 






13. Vastus internus. 


7. Profunda femoris artery. 









The Femoral Artery. 



The Femoral Artery (superficial) may be tied in two places, at the apex 
of Scarpa^s triangle, and in Hunter s canal, the former being the preferable 
and more usual operation. 

To tie the Femoral artery in Scarpa's triangle (Fig. 1, a) the thigh is to 
be slightly flexed and abducted, the knee being bent, and in this position of 
the limb a line drawn from about the middle of Poupart's ligament to the 
inner condyle of the femur will mark the position of the upper part of the 
artery. An incision begun two inches below the groin and in the centre 
of the thigh, should be prolonged for three to four inches, and be carried 
through the fascia lata so as to expose the sartorius crossing the lower 
part of the incision. A blunt hook being inserted at the inner edge of the 
fascia lata by an assistant, the operator seeks the inner border of the 
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savtoriiis, and turas the whole muscle outwards with his finger, when it -is 
to be held aside with a spiitiila hy an assistant. Any small bleeding branch 
is now to be secured, and tlie wound wiped out, when, if the incision has 
been properly made, and it is not pulled out of position, the sheath of the 
artery will be readily seen at its lower part. The femoral sheath is to be 
carefully opened with knife and forceps, and especial pains taken to dissect 
well down to the true arterial coat on both the inner and outer sides of the 
vessel. There will then he no difficulty in passing the aneurism needle from 
within outwards without any danger to the femoral vein or the saphenous 
nerve (A). 

Anatomy (Fig. 2). — The femoral artery lies superficially in Scarpa's tri- 
angle in the upper third of the thigh, but is best tied beneath the bartorius, 
or just at the apex of the triangle. In the dissected limb there appears to 
be plenty of room above the sartorius for the safe application of a ligature, 
but in the living body the muscle overlaps the artery so considerably, that 
an attempt to reach the vessel without displacing the muscle would bring 
the ligature into dangerous proximity with the profunda branch, the puint 
of origin of whicli is uncertain. Scarpa's triangle is bounded above by 
Foupart's ligament, to the outer side by the sartorius, to the inner side by 
the abductor longus, and below by the junction of the two muscles. The 
femoral artery lies upon the psoas, tlie pectineus (the profunda vessels and 
femoral vein intervening) and the adductor longus. The femoral vein is to 
the inner side above, but is behind the artery below The anterior crural 
nerve is at first separated from the femoral artery hy a portion of the psoas 
muscle, but below its branches are in closer relation with the artery, one 
branch, the internal saphenous nerve, lying close to tlie outer side of the 
artery. 

Fdlhicle': — If the limb is not flexed and abducted the incision will be 
made too much to the outer side, or, if with the idea of more easily reaching 
the edge of the sartorius, the incision is put too near the inner side, there 
will be great risk of wounding the saphenous vein, and difficulty in reaching 
the artery. If the incision is too small it is very difficult to displace the 
sartorius sufficiently. The sheath being exposed must be opened with the 
knife, for no blunt instrument would do this without bruising the femoral 
veiu which lies in close proximity to the vessel. No attempt should he 
made to pass the needle until the artery is thoroughly cleared, or the vein 
may be perforated. Should such an accident occur, the hicmorrhage being 
controlled by pressure with the finger below the wound, the needle should 
be withdrawn, and separation of the vessels effected liigher up, when the 
artery being carefully tied, the haemorrhage from the vein will not 
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To tie the Femoral artery in Hunters canal (Fig. I, h) the thigh is to be 
flexed and abducted, as in the previous operation. An incision, 3 to 4 inches 
in length, is to be made in the middle third of the thigh, parallel to the 
inner border of the limb, and about an inch from the margin of the gracilis. 
This incision may expose the saphenous vein, which is to be avoided, and 
the fascia lata is to be divided so as to expose the sartorius, which will 
be recognized by the direction of its fibres. The outer edge of the divided 
fascia being held with a hook, the operator seeks the outer border of the 
sartorius, and turns the whole muscle inwards with his finger, when it is to 
be held aside with a spatula by an assistant. The tendinous expansion 
thrown across the vessels from the adductors to the vastus internus must 
now be opened over the artery, which can generally be seen through it, and 
the artery carefully isolated, when the needle should be passed from without 
inwards, avoiding the saphenous nerve (B). 

Anatomy (Fig. 2). — Hunter's canal is formed by a tendinous expansion 
derived from the adductors longus and raaguus and the vastus internus, 
which incloses the femoral vessels and long saphenous nerve in the middle 
third of the thigh, and is covered by the sartorius in its whole length. The 
vein is beiiind and to the outer side of the artery, Tlie saphenous nerve, 
at first to the outer side of the artery, crosses it at the lower part to 
pierce the sheath and become subcutaneous. 

Fallacies. — If the incision is put below the middle third of the thigh 
the canal will not be exposed, but the popliteal space will be opened. If 
the incision is put too far from the inner border of the thigh the vastus 
intenius will be exposed, and may be mistaken for the sartorius, but its 
fibres are coarser, and run in the opposite direction. When the tendinous 
canal is exposed, the white tendon of tlie adductor magnus might be mis- 
taken for the artery, which is always to its outer side. 

The Rjpliteal Arbny (Fig. 1, c) may be reached in the upper part 
through an incision in the lower third of thigh, between the vastus internus 
and hamstring tendons. The sartorius and hamstrings being held aside 
with a spatula, the round tendon of the adductor magnus will be seen with 
the vastus internus, and immediately behind this a cautious use of the 
steel director will expose the popliteal artery in its upper part, with the 
vein behind and to the outer side. This is not an operation of practical 
utility, and is only described to illustrate the fallacy of seeking the femoral 
too low (C) . 
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FIG. 1. 

a. Incision for ligature of Posterior Tibial arterj in the leg. 

b, '* '• '• " " at inner ankle, 
r. Division of Tibialis Posticus tendon. 

d. Point of division of Tendo Achillis. 

A. Deep dissection of a. 

B. •' " 6. 

FIG. 2. 

1. Gastrocnemius. .>. Posterior Tibial arterv. 

m 

2. Flexor longus diqitoruin. 7. Posterior Tibial nerve. 

3. Soleus (cut). y. Tendo Achillis. 

4. Tibialis posticus. j 



The Posterior Tibial Artery. 

Operations on the tibial arteries are not of any practical importance, 
but are described for the purpose of examinations. 

The Posterior Tibial Artery may be tied in the leg or behind the 
inner malleolus. 

In the leg (Fig. 1, a) it may be most certainly reached in the middle 
third, where it lies between the superficial and deep muscles. The knee 
being flexed, and the leg laid on its outer side, an incision 3 to 4 inches 
long is to be made in the middle third of the leg, parallel to the inner 
border of the tibia, and half an inch behind it. The edge of the knife 
should be turned towards the bone in making this incision, and the same 
direction maintained in the division of the muscle, llie gastrocnemius 
will probably not be seen, but if it is it should be drawn aside, and the 
tendinous surface of the soleus exposed. This is to be divided for the whole 
length of the incision, with the muscular fibres beneath it, and a deep 
tendon which should be recognized and carefully divided, on a director if 
preferred. By drawing the divided soleus outwards with a spatula the 
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posterior tibial vessels and nerve will be seen bound donrn to the deep 
muscles by the deep fascia, which varies much in thickness, 'ilie fuscia 
being opened with the knife, the veiiw comlfes shonld be separated from the 
artery with a steel director, and tlie needle passed from without inwards, 
i.e., from the nerve, which is usually to the fibular side of the vessels (A). 

Anatomy (Fig. 2), — The posterior tibial artery is beneath the soleus, 
and lies upon the tibialis posticus and fle.\or longus digitomra. The 
posterior tibial nerve is at first to the inner side of the artery, and then 
crosses it to the outer side, along wliich it runs to the ankle. The peroneal 
artery arises from the posterior tibial in the upjier part, and may be larger 
than that vessel, or take its place, in which case it might be reached by 
following out the wound to the fibula, against which bone the artery lies. 

Fallacies, — If tiie incision is put too far from the tibia the gastrocnemius 
will be found, and may be mistaken for the soleus. In dividing the soleus 
if the knife is turned away from, instead of towards the tibia, a much more 
extensive division of muscular fibre will result. A tendinous intersection 
occasionally met with may be mistaken for the deep tendon of the soleus, 
which has very rarely a few muscular fibres on its deep surface. If the 
incision be made close to the border of the tibia it is difficult to distinguish 
the soleus, and there is great risk of getting beneath the deep muscles and 
down to the interosseus membrane. 

At (he ankh (Fig. 1, h) the posterior tibial artery may be tied tlirough a 
2-inch semi-lunar incision, placed half au inch behind the internal malleolus. 
The edge of the scalpel is to be directed towards the tibia, and the incision 
carried down to the internal annular ligament. In the dead body the color 
of the artery (usually containing a little blood) and veins will be seen 
through the annular ligament, which should be opened immediately over 
them. Tbe nerve lies in the same division of the ligament, and to the 
outer side, uuless it should liave divided higher up, in which case a nerve 
may lie on each side of the artery. The needle should be passed from 
without inwards (B). 

Anatounj (Fig. 2). — The order of structures behind the inner malleolus 
from within outwards is, the tendons of the tibialis posticus and flexor 
digitorum longus ; the posterior tibial artery, veins and nerve ; the tendon 
of the flexor longus pollicis, more deepl/ placed. 

Falhtdes. — If the incision is made too near the tibia, the sheath of the 
tendons will be opened. The artery may have divided into the two 
plantar arteries, in which case ligatures should be applied to both those 
vessels. 
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The Achilles Tendon (Fig. 1, d) is to be divided from the inner side, the 
patient lying on his back with the knee well bent, or, more conveniently 
with children, being turned on the face with the foot projecting over the end 
of the table, and the foot being held by an assistant, who should make the 
tendon tense. The operator feels the inner edge of the tendon with his left 
thumb-nail and slips the tenotome held flat beneath it, and the edge of 
the knife being then turned against the tendon, it is divided by a steady 
sawing movement, the finger guarding the skin over the point of the knife 
to prevent puncture. The assistant should forcibly extend the foot until 
the tendon yields and should then promptly let go, and the operator should 
at the same moment turn his knife ready for withdrawal as soon as a piece 
of lint can be applied over the puncture. 

Fallacies. — The tendo AchilUs may be easily transfixed without care, and 
then only a portion of it will be divided. If the puncture were made 
from the outer side, it would be possible to injure the tibial vessels with the 
point of tiie knife. 

r/ie Tiliudis Ihsticus (Fig. 1, c) may be most satisfactorily divided im- 
mediately above the inner malleolus. The leg being flexed and abducted, 
the operator is to define the inner boixler of the malleolus with his left 
thumb-nail, and will find a minute tubercle just at the junction of the mal 
leolus and tibia. Immediately above this tubercle the sharp-pointed teno- 
tome, or a very small scalpel, is to be carried vertically over the thumb-nail 
and between the bone and the tendon, and will, if properly inserted, remain 
fixed without any support from the hand. Without enlarging the skin- 
wound the knife is to be moved up and down slightly, so as to make a 
sufficient opening in the sheath, and is then to be withdrawn. A blunt- 
pointed tenotome having been introduced in precisely the same direction, is 
then to be turned so as to bring tlie edge against the tendon, which is to be 
divided with a sawing movement whilst the foot is everted by an assistant. 
If desirable the flexor longus digitorura is readily divided at the same time 
as the tibial tendon, and in fact it is often so divided unconscion.sly. 

Anatomy. — The tendon is next to the bone, and tlie point at which it 
is to be divided is immediately above the annular ligament and close to the 
attachment of the muscular fibres. If divided lower the cut ends of the 
tendon are apt to become adherent to the fibrous sheath, and the muscle is 
rendered useless. In the healthy foot there is room to divide the tendon 
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lK;twcen tho annular ligament and the scaphoid bone, but in talipes varus, 
and especially in children, the siiaco would be too small. 

Fallacies. — ^The .common mistake is to slip the knife, particularly the 
blunt-[Kjinted one, between the tendons instead of between the bone and 
the tibial tendon. The knife must be kept nearly vertical in the whole of 
the o{K;ration, for it is quite possible, if the point of the tenotome is intro- 
duced U)0 deeply and then raised, that it should wound or divide the tibial 
vessels. 

Tlit Tihialis Anticus seldom requires division, but may be safely cut at 
any point bc4ow the annular ligament by slipping a tenotome beneath it. 

The Ifamstriuf/ TewJons are not readily divided on the dead body, 
owing to the difficulty of making them tense. The knife should be passed 
lK?neath them near their insertions, especial care being taken to define the 
border of the biceps, on account of the close proximity of the peroneal 
nerve. 
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Fig. 1. 



a, 
b. 
c. 



Incision for ligature of Anterior Tibial artery. 

i( ii li a u 



i» 



'^ Dorsalis Pedis artery. 

A. Deep dissection of a. 
B. 



u 



C. 
Fig, 2. Anatomy of the Front of the Leg. 

1. Extensor longus digitorum. 

2. Anterior Tibial vessels and nerve. 

3. Extensor proprius pollicis. 



u 






6. 



4. Tibialis anticna. 

5. Extensor brevis digitorum. 

6. Dorsal artery of the foot. 



The Anterior Tibial Artery. 



The Anterior Tibial Artery may be tied in the upper or lower third of 
the leg. 

In the Upper Third (Fig. 1, a). — The limb being supported under the 
knee so that the foot may have the sole flat on the table, an incision begun 
at a point midway between the external tuberosity of the head of the tibia 
and the head of the fibula, and an inch below them, is to pass obliquely 
downwards and inwards from 3 to 3i inches. The deep fascia of the leg 
is to be divided to the same extent without injuring the muscles beneath, 
and then with the forefinger and handle of the knife the cellular interval 
between the tibialis anticus and extensor longus digitorum is to be sought, 
and the two muscles carefully separated. This interval can be more easily 
recognized with the finger than by the eye, but when opened up a muscular 
branch of the artery will usually be seen between the two muscles. Two 
broad spatulas must be employed to separate the muscles down to the 
interosseous membrane, and it is convenient to hitch the outer one over the 
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border of the fibula. The anterior tibial artery and veins will then be 
seen lying on the interosseous membrane, with the nerve to the outer 
side, and the needle should be passed from the nerve (A). 

Amilonty (Fig. 2). — The artery with ita vencB camilea lies upon the 
interosseous membrane between the tibialis anticus and the extensor 1ongu9 
digitorum in the upper third, and between the tibialis anticus and the 
extensor proprius poUicis in the middle third of the leg, but the extent of 
attachment of the last muscle varies somewhat in different subjects. 'I'he 
anterior tibial nerve lies at first to the outer side of the artery, but lower 
down it may cross the vessel. 

FiiUticien. — It is commonly supposed that a "white line" marks the 
outer border of the tibialis anticus, and that an intermuscular septum 
passes between that muscle and the extensor digitorum. Tlie inter- 
muscular septum in reality lies between the extensor digitorum and the 
peronei muscles, and if found leads the operator to the wrong side of the 
extensor. In muscular subjects the fascial origin of the tibialis is some- 
times so developed as to be mistaken for a septum ; but the muscular must 
not be separated from the tendinous fibres. In using the finger to find the 
intermuscular space it shoidd be directed towards the tibia rather than 
the fibula. 

In the Lower Third (Fig. 1, b). — The tendon of the tibialis anticus can 
be readily felt through the skin, lying next to the anterior border of the 
tibia immediately above the ankle-joint. An incision 2 to 24 inches long 
on the outer border of the tendon of the tibi:Uis anticus and immediately 
above the anterior annular ligament, is to be carried through the deep fascia 
so as to expose the tendon. To its outer side will be seen the tendon of 
the extensor proprius pollicis, which is to be drawn outwards with a hook, 
when, in the interval between the two, the anterior tibial vessels and nerve 
will be seen lying upon the tibia. The relation of the nerve is irregular, 
but most commonly it is to the outer side of the artery at this point, and 
the needle should be passed from it (B). 

Anatomy (Fig. 2). — The anterior tibial artery in its lower tliird lies 
between the tibialis anticus and the extensor longus digitorum upon the 
tibia, becoming quite superficial at the ankle-joint. Muscular fibres are 
attached to both tendons close down to the annular ligament, and the 
artery if tied high will be found between muscular fibres only. The 
relation of the anterior tibial nerve to the artery varies in this part of its 
course. 

Fallacies. — ITie tendon of the extensor pollicis may be mistaken for 
that of the tibialis anticus, in which case the extensor digitorum will be 



PL A TE IX. 



49 



drawn aside, and the operator will ,be on the wrong side of the extensor 
proprius pollicis. The muscular fibres of the tibialis are sometimes 
dissected from the tendon, being mistaken for those of the extensor 
proprius poIUcis. 



The Dorsal Artery of the Foot. 



The Dorsalis Pedis (Fig. 1, c) is the direct continuation of the anterior 
tibial artery, and may be reached immediately below the anterior annular 
ligament, by an incision li inches long upon the outer border of the 
tendon of the extensor proprius pollicis. With a little dissection the artery 
will then be found lying upon the tarsus between the extensor proprius 
pollicis and the inner tendon of the extensor longus digitorum, imme- 
diately above the extensor brevis digitorum {C}, 

Anatomy (Fig. 2). — The dorsal artery of the foot lies between the 
tendon of the extensor proprius pollicis and the innermost tendon of the 
extensor longus digitorum, and is crossed by the innermost slip of the 
extensor brevis digitorum. The anterior tibial nerve is in uncertain rela- 
tion. This artery is often irregular iu its course, and may go at once to 
the outer side of the foot, or it may be wanting, its place being supplied 
by the anterior peroneal. 
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FIQ. 1. 

a. Incision for Laryngotomy. 

h, " Tracheotomy above the thyroid isthmns. 

c. « " below " " 

d, '^ Removal of the tongue. 
FIO. 2. Bivalve tracheotomy tube. 

FIO. 3. Internal cylindrical tube. 

FIO, 4. External cylindrical tracheotomy tube. 

FIO. 5. Method of introducing the bivalve tube in tracheotomy. 

FIO. 6. Anatomy of the neck in the adult. 

1. Sterno-hyoideus. 5. Sterno-mastoideua. 

2. Foreign body in cesophagus. 6. Trachea. 

3. Omo-hyoideu8. 7. Inferior thyroid veins. 

4. Grico-thyroid membrane. ! 8. Thyroid body. 

FIO. 7. Anatomy of the neck in the child, to show relations of thyroid and thymus. 
FIO. &• Removal of the tongue by section of the symphysis menti. 



Laryngotomy. 

Laryngotomy (Fig. 1, a) is performed in the crico-thyroid membrane, 
between the ring of the cricoid and the lower border of the thyroid 
cartilage. The head being, if possible, thrown back, so as to expose the 
front of the throat, the operator feels for the firm ring of the cricoid 
cartilage, which is always to be recognized, even in women and children. 
The larynx being fixed with the forefinger and thumb of the left hand an 
incision from i to 1 inch in length is made over the membrane in the 
median line, and the knife then passed horizontally through the gaping 
wound into the larnyx dividing the membrane to the extent of half an inch. 
A laryngotomy tube or small tracheal tube is then introduced (with the 
end downwards) and fastened with tapes round the neck. In cases of great 
urgency a transverse incision may be made at once into the larynx without 
any superficial incision, and, failing a tube, the two cartilages can, if 
necessary, be held asunder with a blunt pair of scissors. 
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Anatomy (Fig. 6). — The crico-thjroid membrane is bounded on each 
side by the crico-thyroid muscle, and is crossed by tlie small crico-thyroid 
arteries, which, however, lie so near the cricoid cartilage as ordinarily to 
escape injury, or if divided are so small as to be of no consequence. 

Fullaciee. — It is possible to mistake the thyro-hyoid for the crico- 
thyroid membrane by confounding the upper border of the thyroid with 
the ring of the cricoid cartilage. The mistake of turning the laryngeal 
tube upwards instead of downwards is one occasionally committed on the 
subject. 



Tbacbeotomt. 



Tracheotomy may be performed above or below the isthmus of the 
thyroid body. 

Above the Isfhimis (Fig. 1, h) is the easier and more satisfactory 
operation. Standing on the right of the patient, who should have his head 
thrown back, the operator makes an incision in the median line from the 
upper border of the cricoid cartilage downwards for 1 i inches, or more if 
the neck is swollen, A careful dissection is then made through the fascia 
in the median line, the tissues being pushed aside with the nail or a steel I 
director until the rings of the trachea are reached. The space between the ' 
cricoid cartilage and the isthmus of the thyroid body can now be materially 
increased by forcibly drawing down the isthmus with the finger, and, if 
necessary, holding it with a blunt hook, which is to be entrusted to an 
assistant. The wound being sponged out, the operator fixes the trachea 
by inserting a sharp hook or tenaculum immediately below the cricoid 
cartilage, and draws it up with his left hand, whilst with the right he 
plunges the scalpel (with the back downwards) into the trachea at the 
lowest point exposed, and cuts up to the hook. Maintaining his hold on 
the hook the operator compresses the bivalve tube with his forefinger and 
thumb (Fig. 6), and slips it into the opening below the hook, and then 
inserts the inner tube. The hook may now be removed and the tube 
secured with tapes round the neck. When the space between the isthmus 
and cricoid cartilage is very small it may be necessary to extend the 
incision through the ring of the cricoid cartilage, thus converting the 
operation into laryngo-tracheotomy. 

Anatomy (Fig. 6). — The sterno-hyoid muscles are separated by only 
a small median interval which it is important to find, since division 
of the muscular fibres would give rise to ha-morrhage. The space 
between the cricoid cartilage and the isthmus of the thyroid is very small 
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in infants, but increases with age, so that in adults there is no difficulty 
in exposing the three upper rings of the trachea. Ordinarily there is no 
vessel upon this part of the trachea, but there may bo a loop between the 
two superior thyroid veins, which might be divided without great risk. 

Fallacies. — In infants with fat necks and an undeveloped thyroid 
cartilage it is easy to wander from the median line and get to the side of 
the trachea, or even to miss it altogether, and dissect down to the vertebrre. 
If the trachea is not fixed with a sharp hook the operator may puncture 
the trachea, but fail to make a sufficient opening for the tube, and 
then be embarrassed by emphysema. Arterial ha?moiThage, if any, having 
been arrested by ligature or torsion, it is useless to wait for the cessation of 
congestive venous hBemorrhage, which will cease directly air is admitted to 
the lungs. 

Below the TslhmuB (Fig. 1, c), Tracheotomy is more difficult and 
dangerous, owing to the vessels in the neighborhood. A median incision 
begun over the isthmus of the thyroid is to be carried down to the sternum, 
and the interval between the sternal muscles carefully maintained. A 
cross-branch between the anterior jugulars will, if it exist, be necessarily 
divided, and may require two ligatures. The dissection is to be care- 
fully continued, and principally with the nail of the forefinger and handle 
of the scalpel, until the rings of the trachea are thoroughly recognized 
by the finger. The wound being held open with blunt-hooks, the trachea 
is then to be fixed at the upper part with a sharp hook by the operator's 
left hand, and opened from below upwards to the extent of three rings 
by one steady plunge of the knife with the back towards the sternum. 
The tube having been inserted, a stitch may be put in the top and bottom 
of the incision. 

Anntomi/ (Fig. 6). — The trachea is deeper at its lower than its upper 
part, and the length below the isthmus varies considerably. The space 
between the stemo-thyroid muscles is filled by a firm fascia which requires 
diviriion, and beneath it is a quantity of fat in wliich the inferior thyroid 
veins run. These are usually a little to each side of the median line, and 
may he still further displaced during the operation, so as to be out of 
danger, but cross-branches must necessarily be divided. Should the trunk 
of one of the inferior thyroid veins be divided the hEeraorrhage will 
be severe, owing to the proximity to the innominate vein. An artery 
{/hi/roulea ima) is occasionally found passing up the front of the trachea 
from the aorta to the thyroid body. The common carotid arteries are in 
close relation to the sides of the trachea, and the innominate artery lies 
against the right side of the tube as high as the sterno-clavicular joint, and 
may in exceptional cases reach higher, so as to be in danger. The left 
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innominate vein crosses the trachea below the top of the sternum in 
the adult, but in the child is usually higher, and would when the 
neck is stretched be in considerable danger. The thymuu gland varies 
very much at different ages, and in different individuals. In infents it 
usually reaches above the sternum in the median Hue, and considerably 
higher at the sides of the tracliea, occasionally touching the thyroid body 
(Fig. 7). In children the thymus usually dwindles down with advancing 
years, but occasionally the gland remains largely developed up to or 
near puberty, and might be found in the way of the lower operation of 
tracheotomy. 

Fallacies. — Without a free superficial incision it is impossible to 
perform the operation satisfactorily, but this renders it easier to wander 
from the median line, and even miss the trachea altogether than in the 
operation above the isthmus. In cases where the thyroid is itself the cause 
of the dyspntEa by the pressure exerted upon the trachea, that tube may 
be either displaced or so compressed from side to side as to present an angle 
instead of the ordinary convex rings. If the trachea is insufficiently 
exposed and opened the tracheal tube may be thrust down behind the 
sternum and in front of the trachea, upon which it may exert fatal pressure. 
It is, of course, possible to open the ccsophagus by thrusting the knife 
through the membranous back of the trachea in opening that tube, if the 
operation is rashly done. 



(ESOPHAGOTOMT. 



The operation of CEsopIiagolomy may be required for the extraction of 
a foreign body impacted in the gullet. It is usually performed on the left 
side, the ccsophagua tending to that side, and the incision is similar to that 
for ligature of the common carotid artery. A 3-inch incision with the 
centre opposite the cricoid cartilage is to be made along the edge of the 
sterno-mastoid, and a careful dissection carried down by the side of the 
trachea and larynx to the inner side of the carotid sheath. The projecting 
foreign body will serve as a guide, or if it is not obvious the gullet may be 
rendered prominent by introducing a pair of ccsopliagus forceps or a 
curved sound from the mouth. This was done in the preparation from 
which Fig. 6 was drawn, and the projection is there seen. The cesophagus 
having been opened, and the foreign body carefully extracted, the opening 
may be advantageously closed with carbolizcd catgut sutures. 
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Removal of the Tongue. 

Reinoval of portions of the Tongue may be effected with the knife, or 
better, on account of the absence of hfemorrhage, with the galvanic icraaeiir. 
When, as usually happens, the cancerous disease involves one side of the 
tongue, the operation may be satisfactorily performed as follows: — 

The patient being secured in an arm-chair, the mouth is to be 
gagged, and with a needle set in a handle a thread is to be passed through 
the tip of the sound side, so as to enable the whole organ to be drawn 
forwards. Two or three needles in handles are then to be made to 
transfix th^ whole thickness of the tongue well beyond the disease, and the 
galvanic wire passed around them, bo as to encircle the entire growth. 
The galvanic circuit being then completed, the ecraseur is to be slowly- 
screwed up, and the heated wire will steadily cut through the tissues 
without giving rise to any hiemorrhage, the needles being loosened in order 
as the loop of wire passes them. It is well to leave the thread in the 
tongue for a few hoiirs in case of the occurrence of hfemorrhage, and as an 
extra precaution to brush the cauterized surface over with liquor ferri 
persulphatis. 

Removal of the eiUire Tongue (Fig. 1, d) may be most satisfactorily per- 
formed by dividing the lower jaw so as to allow of the application of the 
galvanic Scraseur close to the hyoid bone. An incision in the median line 
of the lower lip prolonged to the hyoid bone will allow of the dissection of 
the lip from the jaw for about a quarter of an inch on each side. With a 
drill the bone can then be perforated on each side of the median line, and 
about midway in the depth of the jaw, so as to admit of the two halves 
being subsequently drawn together with wire. The jaw is then to be 
divided exactly in the median line with a fine saw, which may advan- 
tageously have its handle raised above the level of the blade, so as to be 
out of the way of the patient's chest. The section need not be completed 
with the saw, but the bone-forceps may be used for the purpose, the slight 
irregularity often resulting being advantageous in maintaining the parts 
in apposition. The halves of the bone should be held asunder with hooks 
while the operator cuts the geiiio-hyo-glossi muscles from the jaw %vith a 
pair of scissors, leaving the attachment of the geniohyoid muscles (Fig. 8). 
With the forefinger and scissors the tongue can then be dissected from the 
floor of the mouth with the sublingual glands and mucous membrane, 
until the hyoid bone is reached, firm traction being made with a stout 
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string ])asscd through the tip. The tongue being then drawn down the 
palato glossi muscles will be put on the stretch, and must be divided with 
scissors, after which a handled needle should be jmssed through the tongue 
close to the hyoid bone, around which the galvanic wire should be passed. 
The battery should not be too powerful in its action, and the screw of the 
ecraaeur should be worked very slowly or lurniorrhage may occur, and 
would be difficult to arrest, since both lingual arteries are probably di\ided 
at the same time. 

The operator should be prepared with a handled needle and stout 
thread to transfix and hold the small remnant of tissue left attached to the 
hyoid bone should the breathing be embarrassed by the epiglottis and base 
of the tongue falling back. In the author's experience this is much more 
likely to hap\)en when a considerable portion of tongue is left than when 
the section is made far back, and the difficulty seems to arise from the 
weight of the piece lelt forcing back the epiglottis when the sublingual 
muscles have been divided. 

All haemorrhage having been checked, the two halves of the jaw are 
to be brought together with a piece of stout silver wire. This may be 
passed from before backwards readily enough through the hole in one side 
of the jaw, but it is not easy to pass it back again on the opposite side 
unless a loop of thin wire be passed from before backwards through the 
hole already made, into which the end of the wire can be bent, and thus 
drawn forward. The two halves of the jaw should be brought into close 
and correct apposition, and the ends of the wire twisted and brought up 
beneath the lip. The lip is then to be brought together with hare lip pins 
and a fine silk stitch in the mucous membrane, but care should be taken to 
leave the lower part of the incision open, so that there may be a free drain 
for the saliva and discharges from the mouth. 

In removing the wire from the jaw at the end of three weeks or more, 
it will be found convenient to cut the wire close to the jaw on each side, 
and then with a blunt hook to pull out the loop from behind. 
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FIO. 1. Incisions for removal of Upper and Lower Jaws. 

FIOm 2. Removal of Upper Jaw. Flap of skin reflected; sections of palate, nasal process of 

maxilla, and malar bone shown. 

FIO, 3. Disarticulation of Upper Jaw with the lion-forceps and a pair of bone-forceps introduced 

into the nostril. 

FIG, 4. Disarticalation of one side of the Lower Jaw. 
FIG. 6. Trephining. 

FIG, 6. Diagram to show application of trephine for removal of overlapping edge of bone in 

depressed fracture. 

FIG. 7. Diagram showing removal of the crown of bone exposing the dura mater. 



Removal of the Upper Jaw. 

• 

Partial or complete removal of the upper jaw may be required for 
disease, and the minor may be readily converted into the major operation 
as follows: 

A straight incision carried through the median line of the upper lip 
and then prolonged on one side of the columna nasi into the posterior 
extremity of the nostril of the aflfected side will allow the tissues of the face 
to be jeadily dissected up oflF the jaw, so as to expose completely the front 
wall of the antrum. This may then be removed with bone forceps for the 
extraction of a solid tumor from the cavity, but if the contents are fluid 
the front wall of the antrum has usually become membranous by absorption 
of the bone, and can be efficiently opened from beneath the lip without 
making any incision through it (Fig. 1). 

In a case of more extensive disease, in addition to the incision already 
made, one should be begun near the inner angle of the orbit, and be carried 
down by the side of the nose and around the ala into the nostril. This 
will allow of further reflection of the soft tissues, and more complete 

I 
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exposure of the bone, so that it wovild be easy to cut away large portions 
of the jaw with suitable bone-forcpps, or a small saw could be readily 
carried horizontidly from the nostril at any level desirable, so as to preserve 
either the palatine or orbital plate (Fig. 1). 

For removal of the entire upper jaw it will be advisable to make an 
additional incision below the orbit from the inner angle to the malar bone, 
following the natural curve of the skin-markings of the part. This in- 
cision may be jtrolonged on to the malar bone as far as may be necessary, 
and may be met at its extremity by another at right angles to it in very 
extensive disease of that bone. The flap of skin is now to be reflected 
outwards, and (his method has the great advantage of preserving the facial 
nerve, and of dividing only small brandies of the facial artery (Fig, 1). 

Division of the bone will be required at tliree points — (I) the palate, 
(2) the nasal process of the maxilla, and (3) the malar bone, and these 
sections may be made with the saw or bone-forceps, or more couvenienlly 
with both. A narrow saw, with movable back, is to be passed into the 
nostril, and the hard palate divided with the alveolus, from which a central 
incisor tooth should liave been previously extracted. The saw should be 
kept horizontal in the nostril, and there need be no fear of damaging the 
pharynx with its extremity. Tlie movable back allows tlie blade of the 
saw to pass through the bone into the mouth, thus dividing the whole 
of the hard palate witiiout the splintering which usually follows division 
with bone-forceps. The soft palate escapes injury from the saw, and 
any attempt to dissect off and preserve the soft covering of the hard 
palate is 'futile. The nasal process of the maxilla may be conveniently 
notched or completely divided with a small saw; and the saw U next to 
be applied to the malar bone parallel to and immediately in front of the 
masseter muscle. This cut will then run into the spheno-maxillary fissure, 
and the prominence of the check will be preserved, but in crises of very 
extensive involvement of the malar bone it will be necessary to remove 
the whole of it by dividing the zygomatic process, and the frontal process 
at its junction with the frontal bone (Fig. 2). 

Before dislocating the bone it is well to divide the soft palate trans- 
versely close to its attachment to the hard palate, which can be readily 
done from the mouth. With a pair of angular bone-forceps the three cuts 
made with the saw should then be thoroughly cleared, and it is convenient 
to take them in the reverse order, viz., malar bone, nasal process, palate. 
The bone-forceps, when dividing the palatine attachments, may be con- 
veniently used to tilt the whole jaw forward, and the lion-forceps should 
then be employed to grasp it, and forcibly depress the mass (Fig. 3), 
while the scalpel is used to divide the infra-orbital nerve behind the bone 
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80 as to prevent its being stretched, and also any soft tissues which may 
remain attached to the jaw. 

In the living body the amonnt of bone brought away will vary accord- 
ing to the natnve of tiie disease, anil it will often be necessary to remove 
further portions with forceps or scissors, and to apply the actual eantery to 
arrest hajraorrhage. In the subject, the maxilla usually brings away with it 
the lower part of the palate bone, including part of the pterygoid fossa and 
internal pterygoid muscle. In old subjects the jaw is apt to break dowu 
under the lion-forceps, leaving the posterior wall of the antrum behind. 



I 



REMfTVAL OF THE LoWEK JaW, 

In removing portions of the lower jaw the incision should as far as 
possible be placed below its border, so that the cicatrix may be hidden. 
An incision from the median line to the angle thus placed will divide the 
facial artery immediately in front of the masseter muscle (Plate V., ej, and 
both ends should be at once secured with a ligature. The tissues of the 
face can now be dissected up, and the cavity of the mouth opened by 
dividing the mucous membrane close to the gums, when any part of the 
body of the jaw can be removed by making a section with the saw on each 
side of it. In making these sections it is better not to complete one before 
the other is begun, because of the loss of resistance consequent upon break- 
ing the continuity of the bone ; but each cut being carried nearly through 
the bone with the saw may be conveniently finished with the bone-ibrceps. 
Should it be necessaiy to prolong the incision beyond the median line and 
to remove the symphysis, care must be taken in the living body to guard 
against the falling back of the tongue by having a stout thread passed 
through it, upon which traction may be made. The mylo-hyoid muscle and 
mucous membrane inside the bone can then be divided and the piece 
removed, but whenever possible the alveolus alone should be divided and 
the border of the jaw preserved. For removal of one-half of the lower jaw 
it will be advisable to divide the lower lip in the median hue ; for though it 
is possible, on the subject especially, to perform the operation without this, 
yet if the disease is at all serious it unnecessarily complicates the operation 
to save the lip, which reunites readily enough. The incision should then 
be carried at right angles to that in the lip along the lower border of the 
bone as far as the angle, and then upwards to near the lobule of the ear. 
This will necessarily divide the facial artery, but no important branches of 
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the facial nerve, unless prolonged into the parotid gland (Fig. 1). The 
tissues of the face and the masseler being dissected up off ihe bone or tumor, 
the jaw is to be divided at a convenient point, a tooth having been previously 
extracted. The scaliiel is then to be carried closely along the inner surface 
of the jaw to divide the tissues forming the floor of the mouth, and care 
must be taken not to detach or damage the sub-lingual gland. The cut 
end of the jaw being grasped with the lion-forceps can now be everted so 
as to bring tlie internal pterygoid muscle into view, and this must be dis- 
sected from the bone. Should the disease be of a non-malignant character 
and not involve the articulation, the ramus of the jaw should be sawn across 
in preference to disarticulating, and even when the tumor encroaches 
very closely upon the joint, it may be possible to divide the neck of the 
condyle and the coronoid process separately with bone-forceps. 

In Older to disarticulate the condyle (Fig. 4), the soft tissues should 
be held out of the way with spatulas, and the jaw being firmly grasped 
with the lion-forceps, is to be depressed so as to bring the coronoid process 
forward and allow of division of the insertion of the temporal muscle. 
This is sometimes rendered difficult by an unusual length of the process, 
or hy its being jammed against the malar bone by the bulk of the tumor. 
In this case it may be necessary to cut off the coronoid process with bone- 
forceps or to break it by force. The coronoid process having been cleared, 
the depression of the jaw from before backwards is to be continued, in order 
to throw the condyle forward, but great care must be taken not to rotate 
the jaw outwards, or the internal maxillary artery will be stretched around 
the neck of the bone or be either torn or divided, when the ha'morrhage 
would be severe and difficult to arrest. The condyle being made prominent 
the knife is to be carefully applied over it, when the bone will start forward, 
tearing through and bringing away with it a portion of the external ptery- 
goid muscle. The knife must not be used to divide the muscular fibres, 
which bleed less if torn, but may be employed to divide the inferior dental 
nerve, so as to save it from being pulled out of the bony canal, as usually 
happens in the subject. 

Any bleeding vessels should be secured with ligatures, the hp united 
with hare-lip pins and the wound with sutures, care being taken to leave a 
dependent opening for the discharges. 
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The actual operation of trephining is sufficiently easy, but the selection 
of appropriate cases is more difficult. In most cases of punctured fracture 
of the skull tho trephine should be applied, and also in cases of depressed 
fracture with symptoms of compression, where the bone cannot be elevated 
by other means. 

On the living body, the wound probably already existing may be 
enlarged as far as may be necessary ; on the subject a V-shaped incision 
may be conveniently made over the frontal bone with the base of the 
triangle downwards, so as to avoid cutting across the supm-orbital vessels 
and nerves. lu making this incision the knife should divide the periosteum 
as well as the pericranial aponeurosis, and the handle of the scalpel be 
employed to reflect the triangular flap, so as to leave the surface of the bone 
bare and to preserve the periosteum. It is unnecessary to use the old- 
fashioned " rasparatory " for the purpose of clearing the hone, and the 
trephine may now be applied to the bone, or better, a fracture may be 
produced with a hammer, so as to resemble more closely the condition of 
parts in the living body. 

In a case of depressed fracture, the object of the surgeon is to raise the 
depressed bone without injuring the dura mater. Any loose pieces should 
therefore be carefully drawn away with forceps, and thus very probably 
room may be found for the introduction of the elevator beneath the 
depressed fragment, which should then be raised to the level of the healthy 
bone. Should the depressed portion be held down by a projecting angle of 
bone, this latter may be sawn off with a Hey's saw, but if it is a firm 
margin, or if there is no opening for the elevator, it will probably be 
necessary to use the trephine. A trephine of suitable size should be 
selected, and the central pin should he made to project and be fixed by its 
screw-nut. The point of its application should be chosen, so that the pin 
may be on the margin of the sound hone, and the major part of the circle 
of the trephine will necessarily be on that part also (Fig. 6). The trephine 
being grasped by the hand, the thumb should press against the screw-nut so 
as to prevent its rising when the pin is entering the bone, and the instrument 
should be gently rotated to right and left alternately, so as to make the pin 
gradually enter the bone (Fig. 5). As this is done, the circle of the trephine 
will gradually cut into the hone if the movements are lightly made without 
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undue pressure. M'hen the groove for the rrown of the trephine, or that 
part of it which is on the sound bone, is sufficiently deep for the instrument 
to maintain its position, the pin slmuhi be withdrawn by unscrewing the 
nut. The trepliine is then rc-applied and worked steadily and evenly, so 
that one side should not go deeper than another. It is well to nse a probe 
or cut quill to clear out the groove and ascertain that the depth is regular 
all round, but as it is impossible to tell bcfureltoud the thickness of the 
individnal's skull, but little information is given to the operator by mere 
measurements. When tlie diploe is reached (if any exists), the sawdust 
will be discolored with blood even in the dead body, but it roust be borne 
in mind that the thickness of the diploe varies very much in different parts 
of the ekull, and that it is absent in young persons. Having cautiously 
deepened the cut by a few steady turns of the hand after reaching the 
diploe, it is well to apply the elevator in order to raise the circle of bone; 
but if this is not practicable the trephine must be again applied for a few 
turns, and then moved sharply from side to side so as to break out the piece 
of bone contained in it. The elevator must then be again applied and the 
piece of bone removed (Fig. 7). 

It is quite possible to wound or even cut out a piece of the dura materj 
by want of caution in using the trephine ; or, in the dead body where the' 
brain is shrunken, to drive the trephine mth the circle of bone in upon the 
brain by undue pressure of the hand. 

In trephining for punctured fracture or the evacuation of blood or 
piis, the operation will be completed when once the crown of bone isA 
removed, unless it be necessary to remove any spicnla or blood-clot with 1 
forceps. In the case of a depressed fracture, it will be necessary, in 
addition, to apply the elevator in order to raise the depressed bone, and 
any loose fragments should be removed with forceps. 

The "lenticular" is an instrument seldom employed in modem times, 
but its use is in smoothing off any rough projecting portions of the inner 
table which may have been left by the trephine. 

The trephine may be applied in the temporal fossa for the relief of 
htemorrhage from the middle meningeal artery lacerated by the extension of 
a fracture from the base of the skull The injury will be on the same side 
as that of a paralyzed facial nerve, and opposite to that of paralized limbs, 
and an incision should be made across the fibres of the temporal muscle 
parallel to and about an inch above the zygoma. The muscular fibres 
with the periosteum being scraped from the bone, a search is to be made 
for the line of fracture, and fulling this, the crown of a large trephine may 
be applied about three-quarters of an inch from the exterual angular 
process of the frontal bone. The bone is here very thin and has no diploe. 
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Any clot exposed should be withdrawn, and haemorrhage arrested by plug- 
ging the bony canal in which the artery lies. 

In employing a small trephine to perforate the mastoid cell?, the 
instrument should be directed forwards or towards the meatus. It is only 
necessary to remove the outer plate of bone with the trephine, and a tooth- 
elevator may then be used to perforate the cells in the direction of the 
meatus. If a trephine were applied at right angles to the side of the head, 
and were driven sufficiently deep, it might easily open the lateral sinus. 

In trephining over the frontal sinus in the adult, a large crown should 
be taken out of the outer plate in order to allow of the easy application of 
a small trephine upon the inner plate, should that also be fractured and 
depressed. 
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FIG. 1. Lateral Lithotomy; the knife being guided by the left forefinger into the groove in 

the staff. 

FIO. 2. Lateral Lithotomy ; side view to show the anatomy of the parts. 

FIQ. 3. The lithotomy-forceps being introduced over the left forefinger. 

FIQ. 4. Mode of fixing a calculus with the forefinger during its removal with the lithotomy- 
scoop. 

FIQ, 6. Median Lithotomy; showing the inci&ion made from below, with the left forefinger 

in the rectum. 

FIG. 6. The left forefinger, being introduced along the handled director (a), which was passed 

into the bladder before the iiithdrawal of the staffl 

FIQ, 7. Incision for Lumbar Colotomy, with guide-mark between the crista ilii and last rib. 

FIQ. 8. Enlarged view of lumbar wound^ showing relation of colon to quadratus lumborum 

muscle. 

FIQ. 9. The methods of applying sutures to the colon and skin in lumbar colotomy. 



COLOTOMY. 

Colotomy (Fig. 7) is performed by preference on the descending colon 
in the left loin, but the steps of the operation are precisely the same if it 
becomes necessary to open the ascending colon on the right side. 

It is advisable that the loin should be made prominent by placing a 
pillow beneath the opposite side, and the operator may most conveniently 
stand behind the patient. With a measuring tape, the distance between 
the anterior and posterior superior iliac spines is to be ascertained, and a 
vertical line drawn with ink from the ilium to the last rib at the mid-point. 
This will mark accurately enough the position of the bowel to be opened. 

A transverse or slightly oblique incision, four inches in length, is to be 
made parallel to the last rib and midway between it and the crista ilii, half 
the incision being on each side of the inked line. The skin and subcutaneous 
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&t having been divided, the fibres of the obliquus externus and latissimas 
dorsi will be seen and are to be divided, bringing into view the obliquus 
intemus, which is also to be thoroughly divided for the whole length of the 
incision. The white posterior tendon of the transversalis, or faacii lumborum 
will then be exposed and may be conveniently divided on a director. At 
the posterior part of the incision the quadratus lumborum will now be seen, 
and in front of it a quantity of loose fat in which the kidney and colon lie. 
The edges of the incision should be drawn up and down with broad spatulae, 
whilst the fat is carefully displaced with the finger, when the colon, if dis- 
tended, will present at the wound covered only by the fascia transversalis 
(Fig. 8). Should the bowel be empty, the fascia transversalis is to be care- 
fully torn through with the finger-nails immediately in front of the quad- 
ratus lumborum, and the forefinger, being passed forward below the kidney 
{which may be readily recognized), will feel the empty intestine and hook 
it forward. This proceeding will be much facilitated by rolling the 
patient over so as to make the wound dependent, when the colon will &11 
upon the finger and be readily recognized. 

The colon having been bronght into the wound, it is a safe precaution 
to roll it round sliglitly so as to bring the posterior or renal surface into 
view and thus avoid all risk to the peritoneum. A large curved needle 
carrying stout silk is then to be passed through the skin to one side of the , 
ink mark, across the bowel and through the skin at a corresponding point \ 
on the other side of the mark, and the entire proceeding is to be repeated 
at the other end of the incision. The colon is thus fixed before being 
opened, and is held in place by the threads which are grasped by assistants. 
It only remains now to open the intestine, and this is best done midway 
between the two threads by a small transverse incision, which may be 
cautiously enlarged so as to bo about li inch in length. The finger passed 
into the bowel can now draw out each loop of thread by which it is trans- 
fixed, and these being divided will give four threads already passed through 
skin and intestine, and only requiring to be tied. The anterior and pos- 
terior extremities of the wound should afterwards be drawn together with 
two stitches and the operation is completed (Fig. 9). 

Aratiomy. — The back of both ascending and descending colon is ordi- 
narily uncovered by the peritoneum, which is reflected only over the 
anterior surface of the bowel; but occasionally the peritoneum completely 
surrounds the bowel forming a meso-colon, and under these circumstances it 
is impossible to avoid opening the peritoneum. The relation of the colon 
to the front of the kidney is very constant. The point at which the 
colon is usually opened is just at the junction of the transverse with the 
descending colon, so that of the two openings separated by a ridge seen in 
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Tig. 9 the upper one leads into the tmnsverso and the loweu into the 
descending colon. 

FaUacies. — The incision is apt to be made too far back, in which case 
the qnadrafeiis lumborum and erector spinsE muscles are exposed, and the 
former has to be divided in part. The fascia transversalis varies in thick- 
ness, and is often mistaken for the peritoneum, the intestine being seen to 
glide beneath it. The operation is facilitated if the bowel is distended, 
but with care there is no difficulty in drawing forward and opening satis- 
factorily an empty intestine. Should the peritoneum be opened, the 
operation should be completed, and the opening in the serous membrane 
closed with one or two fine stitches, the complication not being necessarily 
fatal. 



OPERATIONS ON THE GEN ITO-URI NARY ORGANS. 



LlTHOTOMT. 



The I/ileral Operation is that most generally practised, and may be con- 
veniently divided into three parts: 1, the introduction and holding of the 
staff; 2, the incisions ; 3, the e.vtraction of the calculi. 

Presuming the operator to be right-handed, the staff should be grooved 
to the left of the patient, and the reverse if the operator is left-handed. 
The staff selected must be suitable to the size of the urethra of the patient, 
but if the meatus urinarius is contracted it should be divided so as to allow 
of the introduction of an instrument large enough to fill the urethra. To 
introduce the staff, the operator stands on the left of the patient, and liaving 
well oiled the instrument, introduces it over the left groin, letting it find ita 
way by its own weight, and gradually bringing the handle to the median 
line. The point may be arrested at the bulb, when the left hand should 
draw up the penis slightly and make a little pressure in the periuieum, the 
point of the staff being gently raised at the same time by the right hand. 
The staff will then probably glide on into the bladder, and should be made 
if possible to touch the calculus, the presence of which has been previously 
ascertained with the sound. It is desirable that the staff should strike the 
calculus, but it is possible that in cases of enlarged prostate, the curve of 
the instrument may prevent its touching a stone lodged behind the gland, 
and in this case the finger should be introduced into the rectum both to 
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ascertain that the staff is properly introduced, and also to lift up the 
calculus and bring it if possible into contact with the staff. It is so easy 
in children to force the staff through the urethra, that in them the operator 
would not be justified in proceeding with the operation unless he felt the 
stone with tlie staff. 

In the dead subject it is more difficult to introduce the staff than in the 
living body, owing to the absence of the ordinary' mucus of the Tirethra, 
and the staff should therefore have its groove filled with oil, or some oil 
slionld be injected with a syringe. The complete relaxation of all the 
tissues also makes it necessary to use more care in the introduction of 
instruments lest the urethra should be torn. The bladder may be firmly con- 
tracted, and care must be taken not to force the point of the staff through 
it when depressing the handle in order to reach its apex above the pubes 
and introduce some stones. This is best done by cutting into the peri- 
toneal cavity immediately above the pubcs, and grasping the coats of the 
bladder with a pair of dissecting forceps on each side of the end of the 
staff, which is pushed up by an assistant. The bladder is then incised 
between the forceps, and stones of various sizes introduced, after which a 
string should be tied round the opening and beyond the forceps to prevent 1 
the escape of the stones into the peritoneal cavity. 

The assistant who is to hold the staff during the operation, must be 
careful that it does not slip out of the bladder whilst the patient is being 
brought into the ordinary "lithotomy position" at the edge of the table by 
two other assistants, who either tie or hold the thiglis fiexed and the kneea 
separated. The assistant holding the staff must be to the left of the 
patient and close behind the assistant holding the left knee, who should 
stand out of his way as much as possible. The staff must be firmly grasped 
by the fingers, the thumb pressing against the handle (Fig. 2), and the 
elbow may be conveniently rested upon the thorax. The operator should 
see that the staff is central in the pcrina^um and well hooked up under the 
pubes, and the assistant must maintain the exact position desired. He 
should gi-asp both scrotum and penis with liis left hand so as to keep the 
former out of the operator's way, atid to stretch the latter upon the staff, 
which is important, since thereby the bulb is drawn up and is less likely to 
be wounded, and also to prevent the escape of urine during the involuntary 
straining of the patient (Fig. 1). 

TTie operator, before sitting down, should arrange his instruments on a 
convenient table so that they may he easily within his reach, and should 
then ascertain that the staff is held perpendicularly to the pelvis and i 
beneath the pubee in the centre of the perinteum. He should note the j 
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distance between the tubera ischii, which varies considerably even in males, 
and may pass his finger into the rectum to ensure its being empty, and to 
note the development of the prostate. Steadying the skin of the perinsEum 
with his left hand, the surgeon holds the knife firmly in the hand with the 
forefinger on the back and enters it one inch in front of the anus, either in 
the central raphe or a little to the left of it, and pushes it in the direction 
of the staff wliich may often thus be touched. He then cuts with a sawing 
motion downwards towards the tuber ischii, letting the wound become 
gradually superficial by slowly withdrawing the knife. The left forefinger 
introduced into the upper part of the wound (Fig. 1) will now readily feel 
the staff", which may be completely exposed, but if not, the knife must be 
introduced again by the side of the finger to divide the structures covering 
the staff. The nail of the forefinger is to be fixed upon the edge of the groove 
in the staff, and the knife passed over it so that the point may fairly enter 
the groove (Fig. 2). The handle of the knife should now be raised and the 
blade turned with the edge slightly towards tlie patient's left, when the 
blade can be pushed along the curved groove, the hand of the operator 
being gradually brought down and finishing below the level of the wound. 
The knife being carried as deeply as may be judged necessary, is to be 
withdrawn in a downward direction so as to enlarge the deep part of the 
wound as it comes out. 

The forefinger, which has been kept in contact with the staff, is now 
to be insinuated along and carefully in contact with it until it reaches the 
bladder, which will be recognized by the sudden cessation of resistance 
and the presence of the calculus in a cavity, and as soon as this is reached 
the staff should be withdrawn. The forefinger should be rotated to enlarge 
the opening, and be used to ascertain the size and position of the calculus. 
If lying with its long diameter transversely it should be turned so as to 
bring it into the axis of the pelvis, and if much larger than anticipated the 
wound should be enlarged by introducing a blunt-pointed bistoury along 
the finger before any attempt at withdrawal of the stone is made. 

A pair of forceps, of a size suited to the calculus and the patient, being 
selected, should be grasped with the thumb in the ring, and the fingers in 
the hook, and the blades separated so as to embrace the forefinger (Fig. 3), 
upon which, as their guide, they are to glide into the bladder. The 
liandles of the forceps are best held above the finger, which is to be 
gradually withdrawn, and when the forceps have fairly entered the bladder 
the blades are to be separated, and made to sweep over the floor of the 
cavity by a rotatory movement of the wrist. In this way a calculus is 
almost certainly caught in the first gush ,of urine, and is then to be 
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witlidrawn by slow steady traction downwards in the axis of the pelvis. 
If a second stone is suspected, or detected with a sound, the forceps must be 
re-Introduced, and again swept over the floor of the bladder, and in the 
dead body this raanrruvre should be frequently practised. 

If a stone is grasped in its long diameter it is possible to turn it with 
the finger by eligbtly relaxing the forceps, but without quitting hold 
altogether, or, in cases of large stones, it will be advisable to pass a blunt- 
pointed bistoury along the forceps, and to divide the soft structures on one 
or both sides sufficiently to allow of the ready withdrawal of the calculus 
without lacerating the tissues. In the case of an extremely lai^ stone 
it will be better to break it with suitable screw-forceps introduced through 
the wound, and extract it piece-meal. 

The scoop may be advantageously used for small or irregularly- 
shaped stones, being passed beneath and behind the calculus, which is to be 
fixed with the forefinger of the oppo.site hand while the instrument is 
withdrawn (Fig. 4). 

Any spouting vessel should be secured at once with a ligature, and the 
risk of secondary hiemorrhage may be best combated by the use of the 
" tuhe en chemise " introduced at the time of the operation. 

Anatomy (Fig. 2). — The membranous urethra is the portion of the 
canal whicli has to be reached in lithotomy, and this is situated behind the 
triangular ligament or deep perineal fascia, and in front of the capsule of 
the prostate formed by the pelvic fascia. The membranous urethra is 
Bun"ounded by muscular fibres forming the compressor nreOnxe, wliich must 
necessarily be divided on the left side. The artery to the bulb crosses 
behind the triangular ligament at a variable level, and is often divided, 
probably always by those surgeons who carry their incision far forward. 
The bulb of the urethra lies in front of the triangular ligament, and is 
covered by the accelerator urvae muscle. It is least likely to be injured if 
the urethra and penis are well drawn up by the assistant. The crus penis 
with the erector ■penis lie against the ramus of the pubes, and the tranaveraus 
perinai crosses at the level of the tuberosity. Tlie pudic vessels and nerve 
lie behind the -margin of the rami of the pubes and ischium, and are 
out of danger. 

TTie capsule of the prostate is derived from the pelvic fascia, and is 
necessarily divided in lateral lithotomy. The fear of extravasation of J 
urine from free division of this capsule is groundless, but great danger J 
would follow a splitting of the prostate and its capsule by forcible ex- 
traction of too large a stone. 
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Fallacies. — Tumors of the bladder or prostate or incrustations with 
phosphatic matter have been mistaken for calculi, and it is undoubtedly 
possible to strike the pelvis through the thin bladder of a child so as to elicit 
a " click " resembling that of a stone. The staff may be forced out of the 
urethra, or may enter an old false passage — in either case failing to reach 
the bladder — or, in the dead body, may be made to transfix the bladder. 

In the first incision the bnlb may be wounded by carrying the knife 
too far forward, or the rectum, if the incision is made too vcrticle. In the 
adult it is hardly possible to miss the staff, but in children it is easy to 
mistake the sharp ramus of the pubes for the edge of the staff. The point 
of the knife having been safely fixed in the groove of the staff must not he 
allowed to leave it during the deep incision, and tiiis is best accomplished 
by raising the handle of the knife slightly so as to enable the blade to 
follow the curve of tlic staff". The young operator may, as an extra 
precaution, slip the finger below the blade (blunted at the heel for the 
purpose), and press the knife into the groove so as to insure its safety. 

The most difficult part of the operation is the introduction of the 
finger into the bladder. In children, especially, the small size of the paits 
makes it difficult to get the point of the finger between the staff and the 
urethra, and there is undoubtedly danger of tearing the urethra across 
and of pushing the bladder before the finger, as laid down by Sir "W. 
Pergusson. In practice one is often obliged to take the upper or concave 
border of the staff as the guide, and to insinuate the finger between it and 
the upper and fixed wall of the urethra, and it appears to the author that 
this part of the oi>eration would be greatly simplified by adopting the 
practice of median lithotomy, viz., to pass a probe or director along the 
staff into the bladder, and then to withdraw the staff, using the handled 
director to draw down the urethra, and thus allow the finger to be 
introduced more readily and safely. 

. If the forceps are taken up the wrong way, i.e., with the thumb in 
the hook instead of the ring, they slip out of the operator's hand when 
opened in the bladder, and he is apt to resort to the dangerous practice of 
grasping the handles with both hands, and using undue violence in opening 
and closing the blades. If properly held, the forceps can be opened with 
the thumb and fingers of the right hand widely enough to grasp any stone 
which can be extracted by the perinjeum. 
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Median Lithotomy, 

In Median Lithotomy the staff used has a central groove, but is intro- 
duced and held with the same precautions as in the lateral operation. 

The Incision (Fig. 5) is ordinarily made from below upwards, the 
object being to open up the membranous urethra without interfering with 
the prostate. The operator passes his left forefinger into the rectum, and 
feels for the apex or front of the prostate and the staff in the membranous 
urethra ; he then enters a broad bistoury with the back downwards in the 
median raph6 of the perinaeum immediately in front of the anus, and, 
guided by the finger in the rectum, makes the blade enter the groove in 
the staff as near the prostate as possible. With a steady sawing movement 
the knife is then made to open the whole length of the membranous 
urethra, and to divide the skin for about 1 J inch as it is withdrawn. A 
large probe, or, better, a steel director, with a handle set at an angle 
(Fig. 4, a) is then introduced into the wound, and made to reach the 
staff, along which it is conducted to the bladder by raising the handle, and 
allowing it to slip along the groove, and the staff is then withdrawn by 
the assistant. Drawing the director down with his right hand the operator 
then insinuates his left forefinger along the urethra between the instru- 
ment and the pubes, and by steady dilation, combined in most cases with 
some degree of laceration of the prostate, at last enters the bladder 
(Fig. 6). 

The forceps are introduced over the forefinger as in lateral lithotomy, 
and the stone extracted with the same precautions, but the space is so much 
smaller that it is impossible to extract so large a stone as in lateral 
lithotomy, except by conversion of the median into a bi-lateral incision 
with a bistoury, or, if preferred with the biatouri cachS, 

Fallacies. — It is hardly possible to miss the staff in the membranous 
urethra, but the opening may be made insufficiently large. In completing 
the incision upwards the bulb is in great danger, and is certain to be cut 
if the assistant does not forcibly draw up the penis and urethra. The only 
difficulty in the operation is the extraction of the stone should its size prove 
larger than anticipated. 
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FIG, 1. Circumcision ; the prepuce drawn forward and cut obliquely with straight scissors. 

FIO, 2. Circumcision; the mucous lining of the prepuce exposed, and being divided up to 

the corona glands with angular scissors. 

FIG, 3. Circumcision; the glans penis exposed by reflecting the mucous lining of the prepuce, 

which is attached to the skin by a continuous suture. 

FIG, 4. Lithotrity. A, the led hand of the operator introducing the lithotrite into the 

urethra, which is stretched by his right hand ; B, the lithotrite brought into 
the vertical position, is grasped by the right hand of the operator; C, the litho- 
trite introduced into the bladder is held by the lefl hand while the right hand 
works the screw. 

FIG, 5. Amputation of the penis ; section with urethra stitched back. 

FIG, 6. Castration ; incision into tunica vaginalis. 

FIG. 7. Castration ; division of mesorchium. 

FIG, 8. Castration; cord tied en masse; artery of septum scroti shown. 



Lithotrity. 

The modern operation of Lithotrity necessitates the use of the modem 
light instruments of either English or French manufacture. The operator 
standing to the right side of his patient, who should be recumbent on a 
table of convenient height with a pillow placed so as to elevate the pelvis, 
grasps the penis with the right hand, and drawing it up introduces the 
closed blades of the lithotrite (previously warmed and oiled) into the urethra 
with the left hand, directing the instrument along the patient's right groin 
(Fig. 4, A). The lithotrite will now be horizontal, and the left hand 
holding the handle lightly beneath it. By its own weight slightly aided 
by the left hand of the operator the lithotrite will find its way along the 
urethra as far as the bulb, the instrument being gradually raised to the 
vertical position by the left hand, the fingers of which slide on the handle 
allowing it to rotate, so that the wheel passes between the thumb and fore- 

L 
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finger. The lithotrite will now be vertical and the left hand to its side 
(Fig. 4, B). The right hand of the operator now grasps the wheel at the 
extremity of the instrument, and steadily hut gently brings the lithotrite 
down between the patient's thighs, at the same time letting it glide along 
the urethra into the bladder. The left hand now again grasps the handle 
of the lithotrite, the thumb being uppermost to act upon the button | 
disconnecting the screw, and the right hand retains its hold upon the* 
wheel, which is the extremity of the male blade, and can withdraw it as 
may be necessary (Fig. 4, C). The blades of the lithotrite being fairly 
in the bladder, which may be known by the loss of resistance and the ease 
with which the instrument can be turned round, the button is to be drawn 
down with the thumb of the left hand, so as to release the male blade, 
which is then to be withdrawn and closed once or twice, when a stone may 
probably be grasped. Failing this, the instrument is to be rotated with 
the left hand first to one side and then to the other of the bladder, the • 
male blade being withdrawn and closed once or twice in each position. 
Lastly, the blades should be turned downwards (the button being beneath 
and the handle depressed between the thighs) in case a stone should he 
lodged behind a large prostate. In whatever position of the lithotrite 
a stone is grasped between the blades, the button should be immediately 
pushed up so as to lock them, and then, before any screw power is applied, 
the handle should be rotated so as to bring the button uppermost and the 
blades as they were when first introduced (C). The left hand is now to 
play the part of a vice and hold the lithotrite absolutely firm while the 
screw is worked by the right hand. In order to do this effectually, it is 
necessary to bring the left elbow to the side and firmly grasp the handle 
of the lithotrite, since the force necessarily used in the first crushing of 
a hard calculus is sometimes very great. The frequency with which a 
stone should be crushed at one sitting must vary ivith the nature of the 
case and the judgment of the operator. 

Some surgeons prefer to introduce the Htliotrite with the right hand 
throughout, but this necessitates a somewhat awkward crossing of the 
hands ; others prefer to stand to the left of the patient during the intro- 
duction of the lithotrite, and to change their position for the manipulation, 
but this is undesirable. 

Fallacies. — The bladder may not be reached owing to the handle of the 
lithotrite not being sufficiently depressed to pass over a prominent middle 
lobe of an enlarged prostate. Under these circumstances it is sometimes 
possible to separate the blades to a limited extent, which fact misleads 
the inexperienced operator. A stone of very small size may of course be 
missed in any bladder, but most probably in cases complicated by enlarge- 
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ment of the prostate or pouches in the wall — a condition possibly more 
common than is generally believed. It would be extremely difficult with 
well-made modern instruments to nip the coats of the bladder, and 
attention to the rule of always bringing the stone to the centre of the 
bladder before crushing, it gives an additional safeguard against inflicting 
injury upon the viscus itself. 



P 



Circumcision may be performed in various ways and with instruments 
more or less complicated, but the following operation gives very satis- 
factory results in cases of simple phimosis, whether congenital or acquired. 

The fore-skin is to be iirmly held witli a pair of sharp forceps, which 
should be inserted at the margin of the preputial orifice exactly at the 
junction of the skin with the mucous membrane. Being then drawn well 
forward beyond the glans penis, the fore-skin may be removed with either 
straight scissors or knife, either instrument being applied obliquely so as 
to cut off more of the upper than the under part of the prepuce (Fig, 1). 
The elastic skin of the penis at once retracts, leaving tlie constricted 
mucous lining of the prepuce still covering the glans, and this is to be 
divided along the upper surface as far as the corona glandis with scissors, 
the angular ones being most convenient for the purpose (Fig. 2). The 
mucous-membrane thus divided is readily reflected when no adhesions 
exist between it and the glans penis; but adhesions in this situation are 
extremely common, and they must be either torn through or divided until 
the whole of the glans is exposed, when probably a quantity of inspissated 
smegma prepulU will be found around the corona glandis. In some cases 
where the fvcenitm is abnormally short it may be necessary to divide it, but 
as a rule this is better avoided on account of an artery contained in it, 
which is apt to give rise to troublesome bleeding. 

The reflected mucous-membrane does not require trimming, but should 
be secured to the margin of the skin with fine silk sutures, or, better, by a 
continuous suture (Fig. 3). Beginning on the cutaneous surface close to 
the left of the frcenum, and leaving a loose end, the operator should 
steadily "hem" the mucous and skin edges neatly together, until he 
arrives at the riglit side of the fircenum, when the needle is brought last 
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through the skin, and the two ends of the thread are tied together nnd then 
cut off long. Tlie great advantage of this method of proceeding is that 
when on the third day it is desirable to remove the suture, it is only neces- 
sary to draw iijion the loose ends so as to bring the knot into view, when 
division of the thread at either side of the knot will allow of the with- 
drawal of the entire thread by a steady pull. If interrupted sutures are 
employed it is both difficult and painful to divide each separate suture, 
owing to the swelling of the parts. 

Phimosis depending upon disease is best treated by slitting up the 
whole thickness of the prepuce along the upper surface as far as the 
corona. This may be satisfactorily done by slipping a director between 
the prepuce and glans to serve as a guide for a sharp-pointed curved 
bistoury, the poiut of whicli is to be brought out opposite the corona, and 
the division effected by one rapid sweep, If thought advisable, the 
redundant flaps of fore-skin may be trimmetl with scissors, but usually in 
these cases the swelling is too great to allow of the introduction of suture. 

FaUacies. — In performing circumcision, unless care is taken to fix the 
forceps at the time of junction of the skin and mucous membrane, it is easy 
to draw forward the very elastic skin of the penis, the true fore-skin being 
left upon the glans. Under these circumstances the operator will remove 
a circle of skin from the middle of the penis, the prepuce being m elatu 
quo unlea. Should this misadventure occur, the orifice of the prepuce 
should be freely divided on its upper margin, so as to allow the fore-skin to 
be retracted from the glans, when the divided skin of the penis should be 
carefully re-united to that of the prepuce by sutures, a good result being 
much favored by the elasticity of the part. If a knife is employed care 
must be taken not to slice the glaus, and as a precaution a pair of dressing- 
forceps may be made to grasp the prepuce in front of the glans; also in 
introducing either scissors or a director beneath the fore-skin care must be 
taken to avoid entering the urethra by mistake. 



Amputation of tue Penis. 
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In order to obviate hiemorrhage in this operation it is advisable to tie 
a tape around the root of the penis if there is room, or Clover's clamp 
may be advantageously employed. Simple division of the organ with a 
bistoury yields very good results if care be taken not to leave super- 
. abundant skin, and to treat the urethral orifice in the following manner. 
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The two dorsal arteries and the arteries of the corpora cavernosa having 
been secured, the floor of the urethra with its surrounding skin is to be 
divided for half an inch with either scissors or bistoury, and a stitch 
inserted on each side so as to keep the urethra patent, and prevent the 
contraction otherwise certain to occur. The same thing should be done 
if it is preferred to remove the penis with the galvanic icraseur, a method 
which has the advantage of being bloodless. 

Another method is to cut the urethra with its surrounding corpus 
spongiosum half an inch longer than the body of the penis, so as to form a 
spout for the urine. This is readily accomplished by turning the knife 
forward when the corpora cavernosa have been divided, or, if preferred, by 
transfixing the penis above the corpus spongiosum, and severing it from the 
body of the penis for the requisite distance tirst. 



Having ascertained the non-existence of a iiemia on the side to be 
operated on, the surgeon should grasp the testicle with the left hand and 
make an incision from the external abdominal ring to the bottom of the 
scrotum. In cases in which the skin is adlierent to the testicle or involved 
by a protruding fungus, two elliptical incisions should be made well 
beyond the disease and meeting above and below. The first incision 
should open the tunica vaginalis or its remains, so as to expose the testis 
(Fig. 6); this is then to be grasped by the left hand and drawn out of 
the scrotum, which may be stripped oft" with the right. The tunica 
vaginalis, or what remains of it, will be readily separated from the scrotum, 
but a firm fibrous structure (mesorchium) extending between the back of 
the testicle and the scrotum will require division with the scalpel (Fig. 7). 

The spermatic coi'd being isolated as high as may be necessary is to 
be firmly tied en imisse with a whip-cord ligature, the ends of which should 
be left long, so as to be held by an assistant. The cord having been 
divided at least half an inch below the ligature, the vessels of the cord 
(spermatic, deferential, and cremasteric) should be twisted with toreion- 
forceps, so as to obviate hiemorrhage in case of the ligature becoming 
loosetied. The artery of the septum scroti should then be secured, and 
the edges of the wound brought together with sutures, the ends of the 
ligature being brought out at the bottom of the scrotum so as to maintain 
efiectual drainage (Fig. 8).. 
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Some surgeons prefer not to open the tunica vaginalis, under the idea 
that it is more easily separated from its scrotal attachments when entire, 
but on the other hand the bulk of the tumor is often much reduced by 
emptying the tunica vaginalis, and it is just possible that an old ha^matocele 
may be mistaken for a solid tumor of the testis — an error thus cleared up 
before it is too late. For similar reasons it is recommended to attack the 
testicle before the cord, since any mistake in diagnosis is irremediable if 
the cord is already divided. In treating the spermatic cord it may be 
preferred for an assistant to grasp it firmly with serrated forceps above the 
point at which it is to be divided, the vessels of the cord being then 
separately ligatured; but there is a risk (in the case of large tumors 
when the cord has been much stretched) of its becoming retracted into the 
inguinal canal and abdomen, when a dangerous dissection will be requisite 
to secure the vessels. An improvement on this method is, in addition to 
the forceps grasped by an assistant, for the operator to divide only a part 
of the cord. at one time, thus securing the spermatic vessels before severing 
the vas deferens with its artery. 
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FIG. 1. Skeleton of band. 

FIO, 2. a. Amputation of terminal phalanx. 

h. Amputation through second phalanx. 

c. Amputation of second phalanx. 

A. Stump of amputation at a. 

B. ** " at h. 

C. " " at c. 
First mode of amputating a phalanx. 
Second mode " " 

" " " " with flap reflected. 

Oval amputation of fore-finger. 

" '' knife passed behind metacarpal bone. 

" " application of bone-forceps. 

Oval amputation of fore-finger ; ditto middle-finger | flap-amputation of little finger. 
Flap amputation of middle finger, and removal of head of metacarpal bone. 
Oval amputation of little finger ; flap amputation of wrist-joint. 
Oval amputation of first phalanx of thumbj ditto of metacarpal bone of thumb. 
Amputation at wrist-joint. 
Excision of wrist-joint. 
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AMPUTATIONS AND EXCISIONS. 

The method of amputating selected by each surgeon must necessarily 
vary both with the situation of the operation and the predilection of the 
operator. The objects to be attained are: 1. To remove as little of the 
healthy body as possible ; 2. To obtain a good skin covering for the bone ; 
3. T-o place the cicatrix out of the way of injurious pressure. 

The old-fiishioned method of dividing the tissues by a series of 
circular incisions, had the advantage of cutting the main vessels and nerves 
transversely and shorter than the soft tissues, but gave a short, badly 
covered stump, the cicatrix of which was usually adherent to the bone. It 
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was also a tedious operation and excessively painful before the introduction 
of antpsthesia. It may still, however, be performed in suitable cases and 
in a limb with a single bone. 

The^/> method was advocated by Listen specially for the sake of the 
rapid execution to be attained by double transfixion and the formation of 
two fleshy flaps. The flap method had the advantage of providing better 
coverings for the bone (though this often proved illusory), but the cicatrix 
was still generally adherent to the bone, and there was the drawback that 
the vessels were apt to be sliced and the nerves cut long, thus giving rise 
to painful stumps. 

In order to obviate the numerous objections to large fleshy flaps, skin 
J{ap« with a circular division of the deep efnictiiiea have been introduced with 
advantage, and are applicable to most parts of the limbs. 

The loiif/ anterior and short posterior Jlafis of Teale and their modifi- 
cations, have the great advantage of placing the cicatrix entirely behind 
the bone and out of the line of pressure, and this melhod yields most 
satisfactory results. 

The oviil method is especially applicable to the amputations about 
the hand and foot, since it leaves but a single line of cicatrix, and it 
may be adopted in a few other positions. 

In the formation of all skiu-flaps, especial care is necessary not to 
interfere with iheir vitality by destroying ttie subcutaneous fat with the 
vessels ramifying in it. The young operator is apt to reflect the skin 
as cleanly as if he were dissecting, with the infallible result of causing the 
skin to slough. It is essential to reflect with the skin the whole of the 
superficial fascia and fat down to the level of the deep fascia of the limb, 
and this is best done by keeping the edge of the knife vertical and 
altogether away from the skin, which is to be drawn forcibly up by the 
left hand of the operator. In cutting flaps from without inwards by 
transfixion, care must be taken to have the skin left longer than the soft 
tissues, and therefore not to bring the knife out too abruptly. 

The best position for the operator in amputating a limb is, as a rule, 
to stand on the right side of the limb to be removed, which should be 
intrusted to an assistant to hold. In forming skin-flaps, this position 
enables the operator to use his left liand efficiently in combination with 
the right, and also gives him thorough command of the part when using 
the saw. The limb being removed, the operator is thus also in the best 
position for taking up the vessels, and is able, should occasion occur, to 
compress the main trunk with his left hand. 

In amputating at a joint, either in the upper extremity or the foot, it ,. 



PL A TE XI V. 



81 



will be found most convenient for the operator to stand in front of the limb, 
grasping the part to be removed with the left hand, and leaving the flaps 
to an assistant. This method secures that co-operation of the two hands 
which is necessary for the dexterous performance of joint amputations. In 
the case of the knee and hip-joints it would be impossible for the operator 
to manipulate the limb with one hand, and it shoidd therefore be entrusted 
to an assistant, the operator standing at the side most convenient. 

The knife selected for each operation will vary somewhat with the 
taste of the operator ; but whatever it may be, it should bo held beneath 
the hand, and not like a pen. It is to be borne in mind that every knife 
is a saw in miniature, and that, however sharp, it cannot be made to cut 
satisfactorily by sheer force, but must be drawn backwards and forwards 
lightly in order to divide the structures evenly. Before using the saw, 
care should be taken to clear the bone effectually with the knife, when the 
heel of the saw should be applied, and the blade drawn lightly from heel 
to toe until a groove is made, and the saw is then to be worked sharply 
but lightly to and fro until the bone is nearly^ divided ; the few remaining 
strokes should then be slowly and steadily made so as not to splinter the 
bone. In applying the saw it is convenient to place the nail of the left 
thumb upon the bone at the point of section, so that the blade may rest 
against the terminal phalanx of the bent thumb whilst forming the groove. 
The satisfactory sawing of the bone will depend very much upon the 
assistant holding the limb, who by raising the limb may effectually lock 
the saw, or by depressing it, may break off an awkward splinter. The 
assistant should be instructed to hold the limb horizontally, and to draw 
it away from the trunk, by which means it will be held steadily. Should 
any projecting edge of bone be left, it should be removed with the bone- 
forceps. 

In the following pages the several methods of amputating will be 
illustrated and the preferences of the author for each indicated; but 
circumstances may necessitate the substitution of one operation for another 
in any given case. 

It is presumed that the ordinary methods of obviating hfemorrhage 
will be adopted by the operator on the living body, and a drawing of the 
fiice of each stump will serve to indicate the positions of the main vessels 
in each instance. 

The excisions are most conveniently taken with the amputations on 
the dead body, and will be described in their order; but it would be 
impossible to combine all of them with all the amputations in one subject. 
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AhPOTATIONS of the riNGEBS. 



To amimhite a terminal i>haJaiix ; first method {Fig. 3). The hand 
being pronated, and the neighboring fingers held apart by an assistant, 
the operator grasps the terminal phalanx with the fore-finger and thumb 
of the left hand and flexes it to a right angle with the second phalanx. 
It is convenient but not essential to steady the part by slipping the 
second finger behind it, as shown in the illustration. A narrow scalpel or 
finger-bistoury is then to be drawn from heel to toe horizontally across 
the front of the joint, which will always be found below the prominence 
of the knuckle, and about midway in the thickness of the phalanx above 
(Fig. 2, ((). The joint being opened, the knife is carried behind the base of 
the phalanx, and made to cut a sufficient flap from the palmar surface (A). 
The small digital vessels cannot be identified on the dead body, and seldom 
require a ligature on the living subject. 

Fallacies. — If the phalanx is not well flexed the knife will probably go 
too high and miss the joint. If the knife be held horizontally as if to split 
the second phalanx, it will certainly open the joint unless the spnr at the 
base of the terminal phalanx should liappen to be exaggerated, in which 
case it is necessary to go a trifle higher. A narrow knife will pass readily 
where a broad-bladed scalpel would be locked. 

Toumimtate a aecond phalanx {Fig, 2,c), The operation is precisely like 
the preceding, the second phalanx being bent to a riglit angle with the 
first, and the knife drawn across the joiut midway in the thickness of the 
phalanx above. The knife is to be carried round the base of the phalanx 
and a flap made on the palmar surface (C). 

An objection is made to this amputation that it leaves, as a rule, an 
immovable first phalanx, owing to the want of attachment of the long 
tendons. Although this is not invariably the case, it is better where 
possible to leave the base of the second phalanx by amputating in its 
continuity, 

Am piUalion of terminal phalanx ; second method (Fig. 4). The hand 
being supinated, a narrow knife is passed transversely in front of the bones 
immediately below the crease in the skin corresponding to the joint, and a 
flap is cut from the palmar aspect. This being reflected, the joint will be 
found a line nearer the tip of the finger (Fig. 5), and the knife being 
passed through it can form a small dorsal flap. 

Fallacy. — The head of the second is liable to be mistaken for the base , 
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of the terminal phalanx, and if the knife is placed too close to the reflected 
flap it will slip behind this prominent head. 

Amputation through second phalanx (Fig. 2,i). The hand being pronated 
and the neighboring fingers held asunder by an assistant, the operator 
grasps the end of the finger with the left hand, and makes a semi-hinar 
sweep over the back of the phalanx with a narrow knife. Transfixing at 
the base of the incision, the knife is passed in front of the phalanx to cut a 
corresponding palmar tlap. The dorsal skin is then slightly reflected and 
the bone cleared, when it is to be divided with bone-forceps (B).. 

The bone-forceps may be straight or angular. In all cases it should 
be applied so that the flat surface of the blades may be towards the body, 
since otherwise the bone would be crushed. 

Amputation of first phalanx (Fig. 10). — This may be conveniently done 
by lateral flaps as follows. The hand being pronated and the fingers 
separated, the finger to be removed is held straight by the left hand, and 
the point of a finger-knife, held vertically, is entered immediately above 
the head of the metacarpal bone, A lateral flap of skin is then marked 
out by the heel of the knife being brought down, and the flap is dissected 
up until the joint is reached, the finger bfing drawn aside by the left 
hand. Passing across the joint a corresponding lateral flap is then cut on 
the opposite side from within outwards (as shown in the metacarpal bone 
of the little finger in Fig. 9), and the head of the bone may subsequently 
be removed with bone-forceps or not as preferred. 

Fallacies. — It is possible to pass beyond the base of the phalanx and 
head of the metacarpal bone if the finger is not drawn well over. It is 
essential for this operation that the knife, when the heel has been brought 
down, should be kept vertical with the point up during the rest of the 
operation. It is impossible to avoid a little notching of the palmar 
junction of the flaps, which is of no consequence so long as a single line of 
cicatrix is secured on the dorsum. The flap operation is applicable to the 
middle or ring fingers, but the oval method is preferable for the fore and 
little fingers and the thumb. 



Metacaepo-Phalangeal Ampltations. 



The oval method is specially applicable to amputations at the metacarpo- 
phalangeal joints, with or without removal of the head of the metacarpal 
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bone. It consists in an incision beginning above the part to be removed 
and carried straight down the finger for a variable distance; the knife is then 
carried in an oval sweep around the finger and back to the straight part of 
the incision. The skin requires to be reflected until the joint or the point 
of section of the bone is reached, and upon removal of the part, the sides 
of the wound will be found to fall together and fit accurately, leaving 
a single line of cicatrix. 

In order to perform the operation satisfactorily, the bistoury must be 
held firmVy in the hand, but must be used lightly and with a series of 
sawing movements. The part to be removed is to be firmly grasped and 
manipulated with the left hand, and an assistant must draw back the skin 
as it is reflected. Beginuing the incision with the point of the knife, the 
operator gradually lays on the blade as he makes the sweep beneath the 
finger, bringing up the heel of the knife on the opposite side as far as 
convenieut. It is useless, howevei\ to attempt to complete the oval thus, 
and the knife should be withdrawn and reapplied to complete the email 
portion of the oval incision still wanting on the dorsal aspect. (The 
lines of incision and the method of making them may be conveniently 
practised on the living body with a pen and iuk.) In reflecting the 
skin and soft tissues the knife must at first be kept parallel to the 
metacarpal bone, but when some progress has been made the knife may 
be pushed behind the metacarpal bone (Fig. 1), and made to cut its way 
out through the original incision — thus saving time. 

The fore-finger (Fig. 9) may be most conveniently removed with a 
part of the metacarpal bone, unless it is desired to leave a broad hand, in 
which case care must be taken to bring the incision far enough on the first 
phalanx to secure a good covering for the head of the metacarpal bone. 

The straight incision being placed well to the radial side of the finger 
80 that the scar may be hidden (Fig. 6), is to be begun about half-way down 
the metacarpal bone and prolonged to the head, where an oblique cut is to 
be carried forward to beyond the web of the finger, and then circularly as 
far as convenient for the hand of the operator, who is to complete the oval 
by prolonging the incision obliquely on the opposite side. In tlie fore and 
little fingers the natural crease in the skin marks suflSciently accurately the 
line of incision when the head of the metacarpal bone is to be removed. 
In the middle and ring fingers the incision should extend beyond the 
crease. 

The bone may be completely cleared (mthout opening the joint) by 
carrying the knife around and parallel to it, but it will save time, when 
some dexterity has been acquired by practice, if the knife is made to transfix 
the tissues between the metacarpal bones and cut its way out (Fig. 7). 
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The bone-foiceps must be applied obliquely (Fig. b), so that no unsightly 
projection shall be left, and the bleeding digital arteries having been 
secured, the flaps are brought together to form a single line of cicatrix. 

If the head of the metacarpal bone is to be left, the incision need not 
be begun so far up the metacarpal bone, but must be brought lower on the 
phalanx. When the bone has been cleared and the joint exposed, tlie 
finger should be flexed to facilitate opening the articulation. 

Fallacies. — The two mistakes to be guarded against in all the oval 
amputations of the fingers are: First, not allowing sufficient covering for 
the bone ; and second, cutting into the web of the fingers, thus leaving 
a gap which can only be filled up by tedious granulation. 

The middle or ring fintjer (Fig. 9) with tlie head of the metacarpal 
bone may be conveniently removed by the oval method. The operation is 
the same as that for the fore-finger, but the straight part of the incision is 
necessarily in the back of the hand, and care must be taken not to damage 
the web on either side of the finger. The bone-forceps is to be applied 
from above as in the flap operation (Fig. 10), and care must be taken 
to remove the entire head of the metacarpal bone, or the adjacent fingers 
will not come together as closely as they should. 

The little finger (Fig. II) is to be removed exactly like the fore-finger, 
the incision being placed at the ulnar side. 

The thumb (Fig, \'2) being the most important member of the hand 
should he preserved as long as possible, and each of its bones being 
provided with distinct mnscles, it is possible to excise any one bone 
and yet leave a useful member. In amputating the first phalanx by 
the oval method, the head of the metacarpal bone should never be removed, 
and due allowance for its large size must be made by bringing the incision 
well forward on the phalanx. 

In the case of a crushed hand, it may be necessai7 to remove portions 
of two or more metacarpal bones, and this may be readily eff'ected either 
with bone-forceps or a metacarpal saw, a covering being taken from the 
front or back of the hand, or both, as circumstances may permit. 



Carpo-Metacarpal Amputations. 



These may be performed by both the " oval " 
but they are seldom resorted to, since, ir 



'flap" methods, 
the 
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operation necessarily opens the lai^e synovial membrane of" the wrist, and 
often leads to destruction of the joint. 

Oval metfioi/. — In the fore-finger (Fig. 9} or the Utile finyer (Fig. 11), 
it is only necessary to prolong the straight incision np to or a little beyond 
the joint; in the thumb (Fig. 12). the incision should be begun at the base 
of the metacarpal bone and need not be prolonged beyond its head, as the 
tissues are amply sufficient. 

Flap methotl. — This may be practised on the little finger, and though 
more rapid than the oval method has the great drawback of leaving a scar 
on both the dorsal and palmar aspects. The finger being drawn away 
from the hand, the knife held at right angles to the finger and with 
the point upwards is made to cut through the web of the finger and 
interosseous space until it reaches the base of the metacarpal bone. This 
is somewhat expanded, and the knife must be turned outwards slightly to 
open the joint, when forcible traction of the finger will dislocate it. The 
knife is then passed round the base of the metacarpal bone and brought 
out with the edge forwards, cutting a flap from the ulnar side of the 
finger rather longer than the exposed surface, in order to allow for 
shrinking. 

The flap operation may be applied to the fore-finger and thumb, but 
is not to be recommended. 



Excision of the Wrist. 



r 



Excision of the wrist-joint by Lister's method (Fig. 14) is more 
difficult of accomplishment on tlie dead than on the living body, since in 
cases of disease of the articulation the ligaments are softened and the 
bones loosened. The accompanying woodcuts from Erichsen's " .Science 
and Art of Surgery " will serve to illustrate the anatomy of the tendons of 
the back of the wrist and the relations of the sjTiovial membranes, which 
must be carefully borne in mind throughout the operation. 

The following is Mr, Lister's description of his own operation 
{Lancet, 1st April, 1865): — 

" Before the operation is commenced, any adhesions of the tendons 
are thoroughly broken down by freely moving all the articulations of the 
hand. The radial incision is then made in the situation indicated by the 
thick line (l l) in the accompanying diagram of the anatomy of the back 
of the hand (Woodcut 2). This incision is planned so as to avoid the 
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radial artery, and also the tendons of the extensor secundi internodii 
poUicis and indicator. It commences above at the middle of the dorsal 
aspect of the radius, on a level with the styloid process, this being as close 
to the angle where the tendons meet as it is safe to go. Thence it is at 
first directed towards the inner side of the metacarpo-phalangeal articula- 
tion of the thumb, running parallel in this course to the extensor secundi 
internodii ; but on reaching the line of the radial border of the second 
metacarpal bone it is carried downwards longitudinally for half the length 



Woodcut 2, Teitdons of Bark of Wrial. 



Woodcut 1. Diaijram of WrUI-joint. 





L Radial nrterr B Tendon of extensor 
Becuiidi internodii polliciH C Indicator. 
D Extensor con mums digitorum E Ex- 
tensor minimi digiii F Extensor prinii 
internodii pollicis G E\iensor oseia tnela- 
carpi pollicid H Extensor carpi radklia 
longior I Fxtensor carpi radialis brevior. 
K Extenaor carpi ulnarie L L Line of 
radial incision [Lister) 



of the bone, the radial artery being thus avoided, as it is somewhat further 
to the outer side of the hand. The soft parts at the radial side of the 
incision are next detached from the bones with the knife guided by the 
thumb-nail, so as to divide the tendon of the extensor carpi radialis 
longior at its insertion into the base of the second metacarpal bone, 
and raise it, along with that of the extensor carpi radiaHs brevior 
previously cut across, and the extensor secundi internodii, while the radial 
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artery is thrust somewhat outwards. This prepares the way for the next 
step, which is the separation of the trapezium from the rest of the carpus, 
by means of cutting forceps applied in a line with ttie longitudinal part of 
the incision — a procedure which, as experience shows, does not endanger 
the radial artery. The removal of the trapezium is reserved till the rest 
of the carpus has been taken away, when it can be dissected out without 
any considerable difficulty; whereas its intimate relations with the radial 
artery and its secure connections with neighboring parts would cause a 
great deal of trouble at an earlier stage of the operation. The soft parts on 
the ulnar side of the incision are now dissected up from the carpus as far as 
is convenient, the hand being bent back to relax the extensor tendons of 
the fingers. The separation of these is, however, best effected from the 
ulnar incision, which must be made very free. The knife is entered 
at least two inches above the end of the ulna, immediately anterior to the 
bone, and is carried downwards between it and the flexor carpi ulnaris, 
and on in a stmight line as far as to the middle of the fifth metacarpal 
bone at its palmar aspect. The dorsal lip of this incision is then raised, 
and the tendon of the extensor carpi ulnaris is cut at its insertion into the 
fifth metacarpal bone, and is dissected up from its groove lu the ulna, care 
being taking to avoid isolating it from the integuments, which would 
endanger its vitality. The extensors of the fingers are then readily 
separated from the carpus, and the dorsal and internal lateral ligaments of 
the wrist-joint are divided : but the connections of the tendons with the 
radius are purposely left undisturbed. Attention is now directed to the 
palmar side of the incision. The anterior surface of the ulna is cleared by 
cutting towards the bone so as to avoid the artery and nerve ; the articula- 
tion of the pisiform bone is opened, if that has not been already done in 
making the incision, and the flexor tendons are separated from the carpus, 
the hand being depressed to relax them. While this is being done, the 
knife is arrested by the process of the unciform bone, which is clipped 
through at its base with pliers. Care is taken to avoid carrying the knife 
further down the hand than the bases of the metacarpal bones ; for this, 
besides inflicting unnecessary injury, would involve risk of cutting the 
deep palmar arch, the position of which is shown in Woodcut 1. The 
anterior ligament of (he wrist-joint is also divided, after which the junction 
between the carpus and metacarpus is severed with cutting pliers, and the 
carpus is extracted by seizing it from the ulnar incision with a serviceable 
pair of sequestnim forceps, and touching with the knife any ligamentous 
connections that may remain undivided. The hand being now forcibly 
everted, the articular ends of the radius and ulna will protrude at the ulnar 
incision, and are carefully examined and treated according to their coudi- 
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tioii. If they appear sound or very superficially affected, the articular 
surfaces only are removed. The ulna is divided obliquely with a small saw, 
so as to take away the cartilage-covered rounded part over which the radius 
sweeps, while the base of the styloid process is retained. The ulna is 
thus left of the same length as the radius, and this greatly promotes the 
symmetry and steadiness of the hand, the angular interval between the 
bones being soon filled up by fresh os&ific deposit. The end of the radius 
is then cleared sufficiently to permit a thin slice to be sawn off parallel to 
the general direction of the inferior articular surface. For this purpose it 
is scarcely needful to disturb the tendons in their grooves on the back of 
the bone, the bevelled ungrooved part being enough to remove, and thus 
the extensor secundi internodii poUicis may never appear at all. This may 
seem a refinement; but the freedom with which the thumb and fingers can 
be extended, even within a day or two of the operation, when this point is 
attended to, shows that it is important. The articular facet on the ulnar 
side of the bone is then clipped away with bone-forceps applied longi- 
tudinally. Tiie metacarpal bones of the fingers are next dealt with on the 
same principle, each being in its turn closely investigated, the second and 
third being most readily reached from the radial incision, the fourth and 
fifth from the ulnar side. If they seem sound, the articular surfaces only 
are clipped off, the little facets by which they articulate mth one another 
being removed by the longitudinal application of the pliers, as is indicated 
in Woodcut 1 . 

" The trapezium is next seized with a strong efficient pair of forceps, 
and dissected out so as to avoid cutting the tendon of the flexor carpi 
radialis, which is firmly bound into the groove on its palmar aspect, the 
knife being also kept close to the bone elsewhere to preserve the radial 
artery. The thumb being then pushed up longitudinally by an assistant, 
the articular end of its metacarpal bone is cleared and removed. This may 
seem a supeiHuity, as this bone articulates with the trapezium by a sepa- 
rate joint. But besides the possibility of its being affected through its 
immediate vicinity to the other articulations, the symmetry of the hand is 
promoted by reducing it to the same level as the other metacarpal bones. 
I^astly, the articular surface of the pisiform bone is clipped oft', the rest of 
the bone being left, if sound, as it gives insertion to the flexor carpi ulnaris, 
and affords attachment to the anterior annular ligament, and may serve 
other useful purposes in the palm. But if there is any suspicion of its 
unsoundness, it must be dissected out completely. The same applies to 
the process of the unciform. It may be observed that the extensors of the 
carpus are the only tendons divided; for the flexor carpi radialis is con- 
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nected with the second metacarpal bone below its base, and so escapes. 
But if it should be cut, there is no doubt that, like the extensors, it would 
acquire new and secure attachments." 

Amputation at the Weist-Joint. 

This operation is one seldom performed, since in cases of disease of 
the articulation it is necessary to remove the articular extremities of the 
radius and ulna, and even in cases of injury the higher operation yields 
better results. 

The hand being pronated and the wrist-joiijt flexed by the left hand 
of the operator, a dorsal flap is marked out {Fig. II) by entering the point 
of a large bistoui^ at the styloid process of one side and making a sweep 
across to the other. This flap is to be retracted by an assistant and 
dissected up, and is to include the tendons of the back of the hand. 'ITie 
ends of the radius and ulna being exjwsed, tlie wrist-joint is to be opened, 
and it is to be borne in mind that the joint is the reverse of the flap in shape, 
i.e., the convexity is upwards. The point of the knife is to free the styloid 
processes, but should inflict no damage upon the palmar structures. 

It is impossible to form the palmar flap by transfixion on account of 
the arch of the hand, and a deep incision parallel to the metacarpus should 
therefore be made first on one side and then on the other, when the 
intervening tendons will be brought into view, and should be divided with 
the median nerve, the ulnar artery and nerve being left in the flap. The 
thumb of the left hand being slipped over the articulation (Fig. 13) 
will much facilitate the latter steps, and will allow the flap to be 
thoroughly dissected down, It should be longer than afterwards required, 
and the operator may most conveniently shape a well rounded flap 
by passing the knife vertically through the middle of the palm, and cutting 
outwards first to one side and then to the other. 

The radial artery will be cut close to the radius, and the ulnar artery 
will be formed in the palmar flap. It is of course open to the operator to 
saw off the articular ends of the radius and ulnar if diseased, or to remove 
the styloid processes with bone-forceps. 

Fallacies. — In opening the articulation, the space between the two 
rows of carpal bones may be mistaken for the wrist-joint proper. In this 
case the small and rounded head of the os magnum and the unciform bone 
will be seen instead of the broad convexities of the scaphoid and semi- 
lunar bones, and the operator should go half an inch higher. 
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In forming the palmar flap care must be taken not to make ^' button- 
holes " in it, particularly in dissecting round the pisiform bone, nor to score 
it so as to damage its vitality. Unless more flap is cut than is afterwards 
required, it will be found impossible to avoid making a jagged and uneven 
edge to the palmar flap. 

Another mode of performing the operation is to mark out the palmar 
flap first on the supinated hand, and then proceeding as before. 
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Amputation by long and short flaps immediately above the wrist-joint. 
Stump of ditto. 
Excision of left elbow-joint; removal of olecranon process. 

*' " *' removal of articular end of humerus. 

Amputation of the right fore-arm by double flaps. 
Stump of ditto. 

Circular amputation of right upper arm, first stage. 
Circular amputation of right upper arm, second stage. The limb is now viewed 

from the inner side, that the position of the brachial artery and median nerve 

may be seen. 
Amputation of left upper arm by flaps. 
Stump of ditto. 



Amputation op the Fore-arm above Wrist. 

Amputation immediately above the wrist-joint (Fig. 1) may be most 
conveniently performed by a long dorsal and short palmar flap. The hand 
being pronated and held by an assistant, the operator stands to the right of 
the limb, and with a short amputating-knife or catlin marks out a flap 
on the back of the hand, the incision beginning and ending above the 
styloid processes on either side, and coming half-way down the meta- 
carpus. This flap may be convex or rectangular, according to the fancy of 
the operator, but should only include the skin and subcutaneous fascia 
until the level of upper border of the posterior annular ligament is reached, 
when the knife should be carried down to the bones through the tendons, 
which should then be reflected. The knife then transfixes the limb in front 
of the bones, and a flap about one-third of the length of the dorsal one is 
cut by a steady sawing movement, the knife being brought out rather 
sharply at the end, so as to make the flap more or less rectangular (Fig. 2). 

The radial and ulnar arteries will be found divided at the edge of 
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the anterior flap, and probably one or two muscular branches will bleed. 
The pulmar flap will be found to retract somewhat, and the dorsal flap will 
fell over its end, the skin edges fitting exactly. 

Fallacies. — If, following strictly Mr. Teale's directions, the knife is 
carried down to the bone in making the first incision, and the tendons are 
reflected with the flap, it will be found impossible to dislocate them from 
the grooves in the end of the radius without damaging them, and it 
is more convenient therefore to divide the muscles above the annular 
ligament. The operator must draw the flap up with his left hand, and 
careftilly keep the edge of the knife against the deep structures, or he 
may cause the skin-flap to slough. 



Excision of the Elbow-Joint. 

Excision of the Elbow (Fig. 3) is best performed through a single 
straight incision, but under certain circumstances it may be advisable 
to adopt the T or H incisions. The arm may be most conveniently held 
extended by an assistant standing at the patient's shoulder and grasping 
the upper and fore-arm with his bands. The operator thus has the back of 
the joint fully exposed to his view, and should clearly fix in his mind the 
side on which the ulnar nerve is lying. (In the illustration the le/l elbow 
is represented, and the nerve is to the operator's Ic/t hand, although not 
seen in the operation.) 

A straight incision, four inches long, is to be made in the middle line 
of the Umb, with its raid-point opposite the olecranon. The upper two 
inches will expose the subcutaneous ulna, but the lower two should be 
carried at once through the whole thickness of the triceps down to the 
humerus. The left thumb of the operator inserted in the lower part of the 
wound will obtain a firm hold of the tissue.«, which are to be carefully 
peeled off' the ulna and humerus, the knife being used cautiously and parallel 
to the ulnar nerve, and with the edge against the bone. One side of the 
olecranon and the corresponding condyle being cleared, the operation is to 
be repeated on the opposite side, the left hand being brought round so as 
to exercise traction on the flap. 'l"he elbow being now bent and the flaps 
on each side held back with blunt hooks, the olecranon process is to 
be grasped with the lion-forceps and sawn off transversely, or, in young 
subjects, cut off' with hone-forceps. This opens up the interior of the 
joint most satisfactorily, and saves the trouble of dislocating the ulna. 
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The condyles of the humerus are next to be cleared, the close 
proximity of the ulnar nerve to the internal condyle being always borne in 
mind. It will be found most convenient to clear the outer condyle first, 
and after the flap of skin and muscle is reflected, it is necessary to pass the 
knife between the condyle and the head of the radius to divide the strong 
external lateral ligament. This loosens the connection of the bones 
efiectually, and allows the internal condyle to be cleared without difficulty. 
The lower end of the humerus is to be grasped with the lion-forceps and 
removed with the saw, which may be applied to the back or front of the 
bone as preferred. The line of section should be exactly parallel to the 
condyles, and close above the articular surface, so as to pass through the 
fosste immediately above the trochlear surfaces (Fig. 4). 

The coronoid process and upper end of the ulna are now to be cleared 
by the division of a few fibres of the insertion of the brachialis anticus and 
the orbicular ligament of the radius, and th' ends of the two bones can then 
be thrust out from the soft tissues for section. The ulna should be grasped 
with the lion-forceps and the two bones sawn together, the line of section 
including the lesser sigmoid cavity of the ulna and the head of the radius. 

Fallaciee. — If the incision is too small there is great difficulty in 
exposing the joint satisfectorily, particularly when, in the living body, 
the synovial membrane is much thickened. Too great care cannot be 
exercised in keeping the knife parallel to the axis of the limb, so as to avoid 
injury to the soft tissues, and especially the ulnar nerve. If the triceps is 
cut across at some distance from its insertion, instead of being " peeled " 
ofi' the bone, so as to be continuous with the anconeus as far as possible, 
there will be great loss of power afterwards. In sawing the humerus it 
is most important that a broad surface shoidd be left, and an increase 
of half an inch in the height of the section will make all the difference in 
the usefulness of the limb. In cases of disease the bone may be roughened, 
or in those of accident the bone may be fissured for some distance above the 
coronoid and olecranon fossie, but the bone should never be cut higher if 
it can possibly be avoided. The ulnar nerve should not be actually exposed, 
but may genernlly be seen through the surrounding cellular tissue in the 
dead body. It is more in danger of being cut with the saw when the ulna 
is divided than when the section of the humerus is made, it being more 
difficult to clear the former bone. The whole insertion of the brachialis 
anticus never requires division, still less the tendon of the biceps. 
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Amputation of toe Fore-akm. 



The operation by long and short flaps (Fig. 1) may be performed 
with advantage at any point in the fore-arm, or amputation by two nearly 
equal flaps (Fig. 5) may be selected. In a thin arm the flaps may be 
conveniently made by transfixion, thus including tlie greater part of the 
muscles ; but in a large muscular arm it would be better to cut the flaps from 
without inwards and containing only a part of the muscular fibres, or to 
dissect up two skin-fiaps and to divide the muscles and vessels circularly. 

In the doiihh-Jlup operation hij irausfixion (Fig. 5) it is essential that the 
operator sliould be quite clear as to the position of the bones of the fore- 
arm, lest he pass the knife Wtween them. The position of pi-onation 
appears to be the best for the arm to be held in by an assistant, and the 
operator then grasps the dorsal tissues with his left hand, feeling with his 
thumb the border of the ulna in the left and the radius in the right limb. 
Entering the point of a small ainputating-knife or catlin sliglitly upwards, 
he ttien passes it acruss tlie bones and depresses the point at the opposite 
side, at the same time drawing up the tissues with the fingers. In this 
way a broad flap may be raised on the knife, which should saw steadily 
down the limb for two to three inches, when it is to be brought out so as 
to cut the skin longer than the soft tissues. The knife entering at the 
original spot is then passed beneath the bones, and the left hand of the 
operator is able to keep the first flap back, and to insure the exit of 
the point at the proper spot. The under flap is cut sliglitly longer than 
the upper by a steady sawing movement, and the knife should be brought 
out rather sharply, so as to cut it somewhat square, and to divide the flexor 
tendons with the vessels and nerves at one sweep. Both flaps being 
retracted by the left liand of the operator (aided when necessary by an 
assistant), the knife is to be swept around the bones close to the flaps, and 
to be passed between them so as to divide the interosseous tissues. The 
double-edged catlin is convenient but not essential for this part of the 
operation, since it is unnecessary to witlulraw it in order to reverse the 
blade. The bones being sufliciently bared are to be sawn through 
together, and of the same length. The radial and ulnar arteries will be 
found in the under flap (Fig. 6), the radial being more superficial than the 
ulnar, which lies close to its nerve. An interosseous and some muscular 
branches will probably require ligatures, and should the median or ulnar 
nerve have been left too long, it should be at once shortened. 
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Fallacies. — In this, as in all transfixion operations, it is possible for a 
careless operator to have the edge of his knife towards the body instead of 
towards the limb to be removed, and in both the fore-arm and leg it is not 
difficult to thrust the knife between the bones. In either case the knife 
must be completely withdrawn and re-entered, or great mischief will be 
done to the soft tissues. In bringing the knife out at the end of either flap 
care must be taken not to turn the edge too vertically whon dividing the 
skin, or it will be found to retract and be shorter than the muscle. In all 
flaps the skin must be the longest structure. 



Amputation 'of the Upper Arm. 



The Upper Arm is a good position for practicing the circular method 
and its modifications, but most surgeons would prefer the easier operation 
by double flaps. 

The Circular Amputation (Fig. 7) demands for its proper performance a 
perfectly sound condition of the skin from two to three inches below the 
point at which it is intended to saw the bone; hence in cases of injury 
it becomes necessary either to go very high up, thus leaving a very 
short stump, or to modify the operation by turning back flaps of the 
skin, shaped as circumstances may dictate, and dividing the remaining 
structures circularly. 

The limb being held by an assistant, the operator should stand so that 
his left hand may grasp the upper arm and draw up the skin. Then 
bending the right knee and steadying himself by throwing his left foot 
behind him, the operator passes his right arm beneath the limb and brings 
the point of the knife as far round as convenient (Fig. 7). The old- 
fashioned curved amputating knife with a blunt point is more convenient 
than the modern straight one, the point of which is apt to catch in the 
tissues as they are dissected up. The knife should be firmly grasped by the 
fingers, and held between them and the thumb as shown, and not awkwardly 
in the fist. The whole thickness of the skin is to be divided by the first 
circular sweep, which should take the entire circumference of the limb, and 
this is not easily accomplished unless the assistant is directed to rotate the 
limb slightly, so as to meet the knife as the heel is brought up. The skin 
with all the subcutaneous structures down to the muscles is now to be 
reflected for about 1 i inches, and turned back like the cuff of a coat, being 
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gmsped by the left hand whilst the edge of the knife is applied vertically 
with the right (Fig. 8). Another circular sweep is now to be made close 
to the reflected skin, and this may go completely down to the bone, 
or, better, may be made to divide the biceps and triceps only, and leave 
the main vessels and nerves uncut. The muscles being then retracted, the 
vessels and nerves should be divided last and shortest of all. A two-tailed 
retractor may now be advantageously used by an assistant to draw up 
the soft tissues on the bone, which is to be sawn through as high a£ 



The brachial artery (Fig. 8) will be found close to the median ner\e, 
and cut short and square. The superior profunda artery accompanies the 
musculo-spiral nerve on the outer, and the inferior profunda artery the 
ulnar nerve on the inner side. 

Fallacies. — The skin being the most important covering, must be 
carefully preserved both in length and thickness, so as to effectually cover 
the bones. If the first sweep of the knife goes deeply into the muscles it 
is more difficult to reflect the skin and fascia, and if any of the 
subcutaneous fat is left behind, the vitality of the skin will be impaired. 
The number of times that the knife is applied circularly is a matter 
of little importance, so long as the tissues are thoroughly dissected 
up from the bone for a sufficient distance. 

The Flap Ampnhifion (Fig. 9) in the upper arm ia most conveniently 
done by double transfixion, though the flaps may be cut from without 
inwards without difficulty. Tlie limb being held away from the trunk by 
an assistant, the operator grasps the biceps with the brachial vessels and 
nerves, and entering the point of tlie knife upwards close below his thumb, 
passes it in front of the humerus, depressing the point as it appears on the 
opposite side close to the operator's fingers. With a steady sawing 
movement, a flap from two to three inches long is cut, with the skin 
lefl longer than the muscles. Drawing up the flap with his fingers, the 
operator passes the knife behind the bone, and cuts a slightly larger 
flap behind, bringing out the knife abruptly at the last. Botli flaps being 
gently retracted, the knife is swept round the bone, which is then sawn 
steadily through, the thumb and fingers of the left hand protecting the 
soft tissues. 

The brachial arteiy (Fig. 10) will be found in the anterior flap with 
the median nerve, and the ulnar nerve will be a little posterior. The 
artery if cut too long may be conveniently shortened, and the nerves should 
always be drawn out and cut short by an inch or so, since if left they are 
apt to become entangled in the cicatrix. The inferior profunda artery 
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will be found in company with the ulnar nerve, and the superior profunda 
with the musculo-spiral nerve in the posterior flap. 

Fallacies. — ^The only mistake possible in performing this operation 
is to transfix the artery with the point of the knife. This is best avoided 
by drawing the vessels and nerves well up with the biceps, and should the 
accident happen, care must be taken to place the ligature well above 
the divided portion of the vessel, and to cut off the split ends. 



101 



PLATE XVI. 



FIO, 1. Excision of the head of the left hameras by a straight incisioQ. 

a. a. Line of oval amputation at the shoalder joint. 
FIO. 2. Excision of the head of the left hameras ; tendon of biceps held aside ; capsale 

divided, and head of bone thmst oat. 
FIO. 3. Oval ampatation at the left shoulder joint ; axillary artery held by assistJint. 
FIO. 4. " '^ '' flaps brought together. 

FIO. 5. Flap amputation at the right shoulder joint ; deltoid flap reflected, capsale opened. 
FIO. 6. ^' *' '' formation of axillary flap; assistant grasping 

the vessels behind the knife before they are 
divided in the completion of the flap. 
FIO, 7. " " " flaps brought together. 



Excision of the Head of the Humerus. 

Excision of the Head of the Humerus (Fig. 1) is best performed by a 
single straight incision, though in cases of great splintering of the bone 
by gun-shot injury it may be necessary to reflect a deltoid flap (Fig. 5) . 

The straight incision is best placed immediately to the outer side 
of the coracoid process, and, beginning at the clavicle, should be four 
inches in length. The fibres of the deltoid being divided should be 
retracted with spatulas, and the arm rotated slightly outwards so as to 
bring the bicipital groove into, the line of the incision. In the dead 
body, and in some cases of injury, it may be possible to preserve the long 
tendon of the biceps, which should be at once dissected out and held aside 
with a blunt hook, but in cases of disease the tendon is invariably 
destroyed or adherent to the bone and cannot be preserved. The capsule 
is now to be divided, and in order to bring the attachment into view, the 
humerus must be rotated by an assistant, who should endeavor to thrust 



103 



PL A TE X VL 



the head out of the wound as soon as it is sufficiently cleared (Fig, 9). 
In this part of the proceeding the operator may either employ the 
knife with which tlie. first incision was made, or, on the living body when 
the parts are infiltrated and thickened, may advantageously use a 
straight blunt-pointed bistoury when once the capsule has been opened. 
The head of the humerus being thrust out of the wound is to be sawn 
off transversely close to the articular surface, either with a small saw 
with moveable back, or with "Butcher's saw," the blade of which has 
been reversed. The head being removed, any disease of the glenoid 
cavity can be readily reached, and if necessary removed with gouge 
or bone-forceps. In rare cases of extensive adhesions of the head to 
the glenoid cavity, it may be advisable to saw the neck of the 
bone first, and then by grasping the head with the " lion- forceps," to 
twist it out of the socket. No large artery is wounded, but a muscular 
branch or two may require ligatures. The cephalic vein occasionally 
crosses the lower part of the line of incision, and if divided had better be 
secured. 

Fallacies. — If the incision is placed too near the tip of the shoulder, or 
is made too small, the difficulty of the operation is much increased. The 
operation by a deltoid flap is easier than that by a single incision, but has 
the drawbacks of giving rise to greater hremorrhage, and of leaving a much 
less useful area. It is not advisable to remove simply the articular surface 
of the humerus by an oblique incision, but the whole head must be 
removed by section at the surgical neck of the bone. 



Amputation at the Shoulder-Joint. 



The Oca! Metho<f (Fig. 1, a) may be readily practiced on a subject 
in which excision of the head of the humerus has already been performed, 
or may be undertaken independently. The straight incision is to be 
four inches long, and placed to the outer side of the coracoid process, and 
is to be carried do^vn to the bone. The operator grasping the limb firmly 
with the left hand, then carries the heel of his amputating knife round the 
back of the arm as far as he conveniently can, and completes the oval 
incision from the front with the point. The incision on the outer side of 
the limb should go to the bone, but on the inner side the skin only should 
be divided, so that the vessels and nerves may be preserved to the last. 
The deltoid muscle being drawn back by an assistant, who should stand at 
the shoulder of the patient, the capsular ligament is to be exposed and 
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divided close to the anatomical neck of the humerus by a semi-circular 
sweep of the knife (Fig. 6), the arm being rotated so as to bring the 
several parts successively into view. The humerus being now dislocated 
from its socket, the knife can be passed round it and cai-ried down the 
inner side of the bone followed by the thumbs of the assistant, which 
should grasp the vessels before they are divided. Lastly, the knife is 
brought out through the original oval incision on the inner side, dividing 
the great vessels and nerves at the last moment, and leaving them grasped 
by the assistant (Fig. 3). 

The axillary artery should be secured at once, and probably the vein 
will require a ligature also. One or two branches of tlie circumflex artery 
will bleed in the deltoid muscle, and unnamed muscular branches in the 
di^-ided fibres. The flaps when broiigiit together will present the 
appearance shown in Fig. 4, the vertical cicatrix being well forward 
out of the way of pressure, and drainage being effectually obtained 
at the lower part. 

Fallacies. — If the vertical incision is made too short, the oval sweep 
will not include the whole of the deltoid, and the flap will be too small. 
The same thing will occur if the heel of the knife is allowed to go up 
instead of down the limb in making the oval sweep. The deltoid flap 
must not be touched with the knife on its inner surface, or the large 
posterior circumflex artery will be divided and bleed freely. 

The Flap Meihod (Fig. o) may be performed either by transfixion or 
by cutting from mthout inwards, and the latter method gives a larger and 
more satisfactory flap. The operator grasping the limb with his left hand 
brings it across the chest, and leaning over, enters the point of an ampu- 
tating knife at the most prominent point or angle of the acromion process. 
With a sawing movement he marks out a flap of skin and deltoid muscle, 
taking nearly the entire muscle down to its insertion, and bringing the 
incision up to the coracoid process, at the same time drawing the arm away 
from the side. An assistant grasping the flap draws it up so as to expose 
the shoulder joint, which is to be opened by one semi-circular sweep of the 
knife laid on close to the anatomical neck of the humerus, the bone being 
rotated by the left hand of the operator, so as to bring the several parts 
of the capsule into view successively. The tendon of the biceps is divided 
with the capsule, and the head of the bone is then readily dislocated so as 
to allow the blade of the knife to be passed behind it to form an inner 
flap. The assistant is now to follow the knife witii his thumbs, having his 
fingers in the axilla so as to compress the vessels before they are divided 
(Fig. 6), and the operator is then to cut the remaining tissues opposite the 
point of the deltoid flap. 
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The axillary artery, and probably the vein, will require ligatures, and 
the posterior circumflex artery will probably have been cut near the 
junction of the two flaps on the outer side, though it is possible to avoid 
cutting its trunk with care. A few muscular branches will also bleed. 
The flaps when brought together are superior and inferior, as in Fig. 7. 

On the left side the operation will be the same, but with the pro- 
ceedings reversed ; thus the arm will be drawn away from the side whilst 
the incision is begun at the coracoid process, and be brought across the 
chest as the knife reaches the acromion. The sweep of the knife in 
dividing the capsule will of course be from within outwards on the 
left side. 

Fallacies. — In the living body, when the arm is entire, it is possible 
that the operator may find a difficulty in manipulating a heavy muscular 
limb with his left hand unless he is aided by an assistant, who should 
support the hand and fore-arm, and follow without impeding the move- 
ments of the operator. Some surgeons prefer to intrust the limb alto- 
gether to an assistant, and in that case the operator should stand at the 
shoulder of the patient, and, reversing the directions for the right and left 
sides given above, will draw up his own deltoid flap, and with his left 
hand grasp the axillary flap before it is completed. The real difficulty in 
the operation is the division of the capsular ligament, and this can only 
be satisfactorily done by cutting upon the head of the humerus near the 
anatomical neck in a semi-circular sweep. If the point of the knife is 
thrust among the muscles attached to the capsule and bone, haemorrhage 
will be caused, and the capsule will not be satisfactorily divided. 
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FIO* 1. Great toe ; oval ampatation of first phalanx. 

Second toe; lateral flap amputation throu;]^h first phalanx. 

Third toe ; flap amputation of terminal phalanx. 

Fourth toe ; oval amputation of first phalanx. 
FIQ. 2. a. Incision for amputation of first metatarsal bone. 

h. Incision for amputation of fifth metatarsal bone. 

c. Incision for Lisfranc*s amputation. 

d. Incision for Chopart's amputation. 

e. Line of disarticulation in Lisfranc's amputation. 

f. Line of disarticulation in Chopart*s amputation. 

FIO. 3. Chopart*B amputation on the left foot; the sole flap formed first. 

FIO. 4. Lisfranc's amputation on the right foot; the three outer and the innermost tarso- 
metatarsal joints opened, and the knife passed between the internal cuneiform 
and second metatarsal bones. 

FIO, 5. Lisfranc*8 amputation ; formation of the sole flap after disarticulation. 

FIO. 6. Chopart*8 amputation on the left foot ; opening the transverse joint of the tarsus. 



Amputations op the Toes. 

The terminal and second phalanges of the smaller toes seldom require 
removal, but may be readily amputated by a small dorsal and larger 
plantar flap, as in the fingers. An assistant should hold the adjacent toes 
and separate them with narrow tapes, and the operator grasping the 
phalanx to be removed, bends it to as near a right angle with the phalanx 
above as possible, and cuts with a narrow scalpel or bistoury across 
the back of the joint and through it, making a flap below as shown on the 
third toe in Fig. 1 . 

Amputation through the first phalanx may be conveniently performed in 
the not uncommon cases where a contracted second toe is a constant source 
of annoyance. It is best done with two small lateral flaps made by 
transfixion with a narrow bistoury, and the bone-forceps should then be 
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employed to divide the booe as shown on the second toe in Fig. 1. This 
method has the great advantiige of not opening up the tissues of the sole. 

AmpuUdion nf the firet phtilarix is best performed by the oval method on 
all the toes. It is important to bear in mind that the mctatarso-phalangeal 
joints of the smaller toes are more deeply placed than is generally 
supposed (Fig. 2), and also that the base of the first phalanx is considerably 
expanded. 

Ttie adjacent toea being separated by an assistant, the operator 
grasps the toe to be removed, and entering the point of a bistoury an 
inch above the web of the toes, makes a straight incision down the centre 
of the toe nearly to the web. Then carrying the knife round he 
completes the oval sweep as in the case of the fingers, without cutting the 
web on either side of the toe. The knife may now be conveniently thrust 
in parallel to the phalanx and made to clear away the tissues around it, 
when the toe should be forcibly drawn up, and the joint opened from 
below with the point of the knife. The head of the metatarsal bone 
will be left deeply bedded in the soft tissues as shown on the fourth toe 
in Fig. 1, 

In the great toe, it must be borne in mind that the head of the meta- 
tarsal bone is very large and prominent, and it will be necessary to bring 
the oval incision well on to the first phalanx in order to leave sulficient 
tissue to cover the head, which should never be removed unices diseased. 
The oval flap having been dissected back, the great toe should be flexed 
and the joint opened from above, the sesamoid boni's being left untouched. 

The haemorrhage in all these operations is extremely small, the great 
toe alone probably requiring a ligature. 

FuUaciea. — In the smaller toes it is easy to miss the metatarso- 
phalangeal joint either by ciitling against the expanded base of the 
phalanx, or by going beyond the joint and cutting against the head and 
neck of the metatarsal bone. In the great toe, the only risk is in not 
preserving sufficient covering for the head of the metatarsal bone, thus 
necessitating its removal with permanent damage to the foot. 

Ampniadon of the Metatarsal Bone af tlie Great Toe (Fig. 2, it) may be 
best performed by the oval method, the incision being begun just above 
the base of the bone and carried nearly to the base of the first phalanx 
before the oval sweep is made, care being taken to preserve the web of the 
toe. In clearing the bone, the integuments only should be preserved, the 
short muscles of the toe with the sesamoid bones being for the most part 
removed with the bones. In opening the joint, the operatur should 
forcibly draw the great too away from the others (which should be firmly 
held by an assistant) and pass the point of the knife between the meta- 
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tarsal bones close to the great toe, so as to avoid injuring the com- 
municating branch of the dorsalis pedis artery which passes between 
the metatarsal bones. 

The same operation may be performed on the little toe (Fig. 2, 6), but 
has the disadvantage of opening a synovial membrane common to the 
fourth and fiftli metatarsal bones, 

Excinion of a Metatarsal Bone may be performed in the rare cases in 
which the disease is confined to a single bone, by making an incision over 
the bone and removing it with bone-forceps, but the results are not 
generally satisfactory. 



Amputation thkough the Metatarsus (Het). 

This is an admirable operation in cases of crush of the front part 
of the foot, and consists in simply reflecting as much dorsal and plantar 
flap as may be available, and then applying the saw at the most 
convenient point. The line of section may even be carried into the tarsus 
with advantage, in cases of severe injury, in preference to having recourse 
to either of the following operations. 



Tarso-Metatarsal Disarticulation (Lisfranc). 

The irregular line of the tarso-metatarsal articulations (Fig, 2, e) 
should be thoroughly studied before this operation is undertaken, and it 
should be especially remembered that a strong interosseous ligament binds 
the second metatarsal to the internal cuneiform bone. 

In performing both Lisfranc's and Chopart's amputations, there are 
two methods for selection according to the taste of the operator. By one, 
the dorsal flap is formed first, and the sole flap cut after disarticulation ; by 
the other, the flap is first cut from the sole, then the dorsal flap is formed, 
and the operation completed by disarticulation. The first method will be 
given with Lisfranc's, and the second with Chopart's operation. 

Linfranc's Amputation (Fig. 2, c). — Having ascertained the positions of 
the bases of the first and fifth metatarsal bones, the operator grasps the fore 
part of the foot with the left hand, and makes a curved incision from one 
point to the other across the foot, bringing the dorsal incision down nearly 
to the heads of the metatarsal bones. This flap being grasped by an 
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: to be dissected up, the edge of the knife being carefully kept 
against the metalarsal bones, until the whole extent of the flap is reflected. 
The knife is next to be drawn across the articulations, and in the right 
foot (Fig. 4) it will be fuund most convenient to open first the three outer 
tarso-metatai-sal joints which run obliquely from behind forwards, then 
that of the great toe which is below the others, and lastly, to insert the 
point of the bistoury between the base of the second bone and the internal 
cuneiform bone, to divide the strong interosseous ligament already referred 
to. When this has been done, the second tarso-metatarsal joint will be 
readily found and opened if the foot is forcibly depressed with the lefl 
hand. (On the left foot the order will be reversed, the first metatarsal bone 
being first disarticulated, then the third, fourth, and fifth, and lastly, the 
second.) The metatarsal bones being thoroughly dislocated, a sole flap is 
to be made either by passing the knife across, or by cutting from the side 
so as to include its whole thickness, and this is to be carried as far as the 
roots of the toes. The metatarsus being now raised with the thumb of the 
left hand, which still grasps the toes, the operator can cut oft' a neatly 
rounded flap to fit the face of the tarsus, winch is deeper on the inner than 
on the outer side. The flap should be cut bo that the integuments are 
slightly longer than the tissues beneath, and this can be most conveniently 
done by puncturing the extended flap at its centre, and cutting both halvea 
of the flap from within outwards, giving the necessary slope to the blade 
of the knife (Fig. 5). 

The dorsal artery of the foot and both plantar arteries will require 
ligatures, and the flaps mil be found to fit easily together, the large dorsal 
flap shrinking considerably, but being long enough to fall over the plantar 
and prevent all strain upon the stitches. 

If the proceeding is reversed, the incision in the sole must he brought 
nearer the roots of the toes than that given for Chopart's amputation 
(Fig. 3), and the flap having been dissected back, the dorsal flap is to be 
formed and the joints opened as described above. 

FiiUacies. — The most common eiTor is to make the dor-sal flap too 
small, and not to dissect it back far enough. Consequently the knife la 
brought against the bases of the metatarsal bones instead of opening the 
articulations. It is possible, however, to go too far up the fout and to open 
the articulation between the scaphoid and cuneiform hones, in which 
case it would be necessary to divide the cuboid bone with a saw in order 
to complete the operation. If the intero-sseous ligament binding the 
second metatarsal to the inner cuneiform bone is not properly divided, and 
the disarticulation attempted by main force, it is possible to tear away the 
internal cuneiform bone from its attachments. 
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Chopart's Ampotation. 
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Chopart's Ampntation (Fig. 2,/) is a disarticulation at the transverse 
tarsal joint, the guides to which are the prominent tuberosity of the 
scaphoid bone on the inner side, and a point midway between the tip 
of the external malleolus and the base of the fifth metatarsal bone on 
the outer side. 

The toes being grasped by an assistant, and the sole brought into 
view, ihe operator fixes the two points given above with his fore-finger 
and thumb of the left hand, and carries the incision from one to the other, 
marking out a sole flap slightly convex forwards, and reaching as far as 
the heads of the metatarsal bones, i.e., to the " tread " of the foot (Fig. 3). 
This flap is to include the whole thickness of the sole, and is to be reflected 
with the knife kept steadily against the metatarsal bones and deep 
structures. The toes being now grasped by the operator, the foot is to be 
brought down and a convex dorsal flap (Fig. 2, d) marked out, extending 
from the back of the scaphoid and cuboid bones well forward on to the 
bases of the metatarsal bones. This being dissected up, and including the 
muscles and vessels, the transverse tarsal joint is to be opened by forcibly 
depressing the foot and drawing the knife across the joints (Fig. 6). The 
division of a few remaining fibres in the sole will then complete the 
operation. The dorsal artery of the foot and both plantar arteries will 
require ligatures. 

The proceeding may be reversed ; the dorsal flap being first formed, 
the joints opened, and the sole flap cut last as in Fig. 5. 

Fallacies. — A common mistake is to dispense with a. dorsal flap, the 
dorsal incision being taken nearly straight across from one side to the 
other. It will then be found that however long the plantar flap may be, it 
will be inconvenient on account of its thickness to bring it up over 
the prominent astragalus, whereas a dorsal flap fits neatly over and brings 
the cicatrix out of the line of pressure. If the dorsal flap is not sufficiently 
dissected up, it is easy to open the wrong joint, viz., that between the 
scaphoid and cuneiform bones, which will be at once recognized by the 
three cuneiform articular surfaces. Under these circumstances, all pressure 
with the left hand should be taken off until the proper joint three-quarters 
of an inch further back has been thoroughly opened with the knife. In cases 
of old-standing disease of the foot, the transverse tarsal joint may be wholly 
or partly anchylosed, and require a saw for its division ; or, as preferred 
by some surgeons, the saw may be applied at the most suitable point 
without reference to the articulations. 
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FIO. 1. Syme's amputation at the ankle-joint. 

FIO, 2. PirogoflTs amputation j division of the calcaneum with the saw. 

FIO, 3. Excision of the ankle-joint j trochlea of astragalus dislocated outwards for removal. 

FIQ, 4. Teale's amputation in the lower third of the leg. 

FIO* 5. Excision of the knee-joint ; removal of the articular surface of the tibia. 

FIG, 6. " " " removal of the condyles of the femur. 



Syme's Amputation at the Ankle. 



Before beginning any operation at the ankle-joint, the operator should 
ascertain the exact relations of the two malleoli, and notice especially that 
the external malleolus is longer than the internal and posterior to it. An 
incision across the heel in order to be strictly symmetrical and at right 
angles with tlie axis of the foot, must therefore extend from half an inch 
behind and below the internal malleolus to the tip of the external malleolus. 

Syme^a Amputation (Fig. 1) requires that the tissues of the heel 
should be sound. The foot being held at right angles to the leg, 
and raised to a convenient height so as to expose the sole, an incision 
is to be made from a point half an inch behind and below the 
internal malleolus to the tip of the external malleolus, or vice veraa^ 
passing vertically to the sole in most cases, but a little backward if the 
heel is very prominent. This cut is to go thoroughly to the bone, and the 
operator then using his left thumb to draw the flap down is carefully 
to peel all the tissues from the calcaneum and the plantar fascia. In 
doing this, the edge of the knife guided by the thumb nail is to be 
kept most carefully against the bone, so as to avoid any " scoring " of the 
flap. The flap being reflected until the insertion of the teiido Achillia 
is exposed, this may, if preferred, be at once divided transversely. The 
foot being now grasped by the left hand of the operator is to be brought 
down, and an incision made across the front of the ankle at right angles 
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to the former one, and meeting its extremities. This incision is to divide 
all the tendons with the vessela and nerves, and the flap being dra*Tn 
shghtly upwards by the assistant, the joint is to be opened. In opening the 
ankle-joint, the mortise-like shape of the articulation, and the strength of 
the lateral ligaments is to be borne in mind. The thin anterior ligament 
having been divided, and the broad trochlear surface of the astragalus 
exposed, the point of the knife is to be thrust between the astragalus 
and the malleolus on each side so as to divide the lateral ligaments 
effectually. The foot can now be dislocated forwards, and the tissues 
at the back carefully divided close to the calcaneum, including, lastly, 
the lendo Achillis if this has not been cut before. 

The foot being removed, the tissues are to be carefully dissected up 
from the malleoli, which are to be removed, together mth the articular 
cartilage from the end of the tibia, by a transverse cut with the saw. 
In doing this, the saw should be parallel to tlie lower end of the tibia, and 
about a quarter of an inch from it, since the surface is concave and some 
of it will be left if the slice taken is too thin. 

The anterior tibial artery in front, and the posterior tibial behind the 
inner malleolus will require Hgatui'es. The anterior flap should fit neatly 
over the flap from the heel, which should have a uniform smooth surface of 
finely granular fat and no "button-holes." 

Fallacies. — The most common error is to make the heel flap too large, 
the incision being brought so far forward that it is in front of the tuber- 
osities of the calcaneum. The attempt to preserve any of the muscular 
fibres of the sole of the foot must lead to great difficulty in reflecting the 
heel flap. Provided the edge of the knife is kept against the bone, the 
flap will not be "scored,' and its vitality therefore not interffred with; 
it is a mistake to suppose that it is iwssible to preserve the plantar arteries 
to the end of the flap. In opening the ankle-joint, the mistake of cutting 
outside instead of inside the malleoli is very common. 

The operation may be performed from the front altogether, the flap 
being formed after disarticulation, but by this method the heel flap is 
much more liable to injury. 



PiHOGOFF'S AMFDTAnON AT THE AnKLE. 



Pirogqff*8 Amputation {Fig. 2) requires a healthy condition of the 
calcaneum, and is therefore more adapted to cases of injury than of disease 
of the foot. The foot being held at right angles to the leg, an incision is 
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to be made from a point half an inch behind and below the inner 
malJeolus to the centre of the external malleolus, or vice versa, pass- 
ing forward to the sole so as to reach the middle of the calcaneura, 
and going down to the bone. The foot being then brought down, 
a straight cut is to be made across the front of the ankle to join the 
extremities of the former incision. The ankle-joint is next to be opened 
and the lateral ligaments divided by passing the knife between the 
astragalus and the malleoli, when the foot can be dislocated and the upper 
surface of the back of the calcaneum exposed. The fat beneath the tendo 
Achillis having been divided, the knife should be carried round the incision 
first made, so as to reflect slightly the soft tissues and clear the way for the 
saw. The foot being drawn well down by the operator, and the heel 
grasped by an assistant, a small saw with movable back is to be applied 
nearly vertically to the calcaneum midway between the astragalns and 
the lenflo AchllUs, and the bone divided in the line of the first incision. 
Owing to the position in which tlie foot is held, this vertical cut will really 
divide the calcanenm obliqnely, leaving more of the lower than of the 
upper surface. 

The malleoli being cleared are to be removed togetlier with a slice 
of the tibia, and here the direction of the cut is to be the reverse of 
that in the calcaneum, the saw being applied parallel to and a quarter of 
an inch from the lower end of the tibia in front, but sloping upwards 
so as to remove more of the posterior than of the anterior surface of 
the bone. 

The anterior and posterior tibial arteries will require ligatures, and 
the bones, if properly cut, will fit well together without any tension 
upon the tendo Ac7iiUie, which, however, may be divided if necessary. 

FaUaciea. — The piece of calcaneum should not be too large, and whore 
the heel is prominent the incision should be let's oblique than that given. 
If too little of the tibia is removed, the posterior angle is apt to prevent 
the heel flap being brought up so as to fit accurately. 

Pirogoff's amputation may be performed like Syme's, the heel flap 
being formed first by applying the saw from below before opening the 
ankle-joint, but this method is rather more difficult of execution, and there 
is a danger of applying the saw too for forward. 

Both Syme's and Pirogoff's operations may be performed without 
opening the ankle-joint, by at once reflecting the front flap and sawing 
through the tibia and fibula above the malleoli. 
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Excision of the Ankle-Joint. 

Excision of the Ankle (Fig. 3) is ordinarily iwrfoimed through lateral 
incisions, by which injury to the tendons and main vessels and nerves is 
avoided. A straight incision is to be made along the posterior border of 
the fibula in its lower two inches, and this is to be prolonged round the 
malleolus, and obliquely down the side of the foot for another inch. The 
fescia being opened close to the bone, tlie two peronei tendons are to be 
carefully separated from the malleolus and held aside, when the external 
lateral ligament is to be divided and the malleolus cleared. The fibula is 
next to be divided with bone-forceps at the upper end of the incision so as 
to include the whole of its articular surface, and the malleolus being 
grasped with the lion-forceps is to be twisted out. The limb being 
now turned on its outer side, a corresponding incision is to be made on the 
inner side, close to the margin of the tibia. The fascia is to he opened 
and the tibial and fiexor tendons together with the posterior tibial vessels 
and nerves carefully isolated from the bone. The internal lateral ligament 
is next to be carefully divided, or, as preferred by some surgeons, the 
internal malleolus sawn off. By the application of some force to the foot, 
and more easily in the diseased than in the liealthy subject, the articular 
surface of the astragalus may now be dislocated outwards so as to present 
in the outer incision (Fig. 3). The entire articular surface may now 
be readily removed horizontally with a small saw, unless the bone should 
he so disorganized as to justify its entire excision, which may be readily 
effected by grasping it with the lion-forceps, and twisting it out of its bed. 

The lower end of the tibia is lastly to be cleared and sawn off, either 
by passing a narrow saw across from the inner to the outer side, while the 
tissues are held asunder with spatulas, or by dislocating the lower end of 
the tibia through the outer wound. 

It is possible to perform the operation through an external incision 
only, but tlie proceeding is difficult, and the risk to the soft parts is 
increased. 



Amputation above the Ankle. 



4 



The lower third of the leg is a particularly favorable position for the 
practice of amputation by Tcale's method (Fig. 4). 

Teale'e Amputation consists in the formation of a long anterior and 
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short posterior flap, both of which are rectangular. The advantages of it 
are that the stump is well covered with soft tissues which do not adhere to 
tlie cut ends of the bones, and that the cicatrix is well behind, and 
therefore not exposed to pressure. The vessels and nerves are cut square, 
and in limbs where there is but one maiu vessel, this is cut short in 
the posterior flap, thus diminishing risk of secondary htemorrhage. The 
drawbacks to the method are tlie great extent of healthy tissue required 
on one aspect of the limb, and consequently the high level at which 

Woodeul 3. 




Lilies or incision fur Teale'a ampulation, [Trale.) 
Woodcut i. 




Long anl 



posterior rectangular flaps r 




division of the bone must be effected, thus diminisliing the usefulness of 
the stump, and increasing the risk of the operation. 

The point at which a Teale's amputation is to be performed having 
been selected, the circumference of the limb is to be measured with a tape, 
and one-half this measurement will give the length and breadth of the 
anterior flap, which may be conveniently marked on the limb with dots 
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of ink (Woodcut 3), The posterior flap shoiitd, according to Teale, be 
one-quarttT the length of the anterior flap, and include the remaining half 
of the circumference of the limb, but it will be found in practice better to 
make the postehor flap one-third the length of the anterior. 

In the lower third of the leg iFig. 4) it is convenient to take part of 
the anterior flap from the back of the foot, so as to bring the line of section 
of the bones as low as possible, but at whatever ]>oint the flap is made it 




Amputilion ol leg »ith rectanguUr flap* kdjuated. (Teale.) 
Woodcut 6. 




Stump of atnpulalioii bj long anii aliort 



(TtaU.) 



should include the whole of the soft tissues. The lateral incisions 
running along the edges of the tibia and fibula, the deep fascia of the leg 
is to be similarly divided, and iho whole of the muscles with the anterior 
tibial vessels and nerve stripped up from the bones and interosseous 
membrane with the thumb-uail or the handle of a scalpel. In this way a 
much more uniform and complete flap can be made than by using the 
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knife. The posterior flap is best made by cutting from the skin to the 
bones, and the same precautions as regards the deep structures must be 
observed so that the deep vessels and nerve may be uninjured. The 
interosseous membrane is to be divided, and the bones sawn together at 
the point previously determined, though the flaps may fur convenience be 
reflected a trifle further (Woodcut 4.) 

The anterior tibial artery in the anterior flap, and the posterior tibial 
and peroneal arteries in the posterior flap will require ligatures. The 
anterior flap will fall over and fit upon the face of the posterior flap very 
conveniently, and should either be left so, or according to Teale, should be 
doubled upon itself, so that the two edges may come in contact as 
represented in Woodcut 6. Woodcut 6 represents a stump after Teale's 
amputation when the flaps have been treated in this manner. 

Fallacies. — The anterior flap in all Teale's amputations must be of the 
same breadth throughout. Owing to the fact that all the limbs narrow in 
the lower part, it is easy by followiiig the line of the limb to make the flap 
narrow below. In raising the anterior flap it is most important that its 
nutrition should not be damaged with the knife. Whether the angles of 
the flaps are strictly right angles or not appears to be a matter of small 
moment, since they become rounded by the contraction of healing. 



Excision op the Knee-Joint. 




Mecisioti of the Kiiee (Figs. 5 and 6) may be performed by a straight 
or slightly lunated incision from the back of one condyle to the back of 
the other, reaching down to the head of the tibia. The Ugamentum paiellm 
being divided and the joint opened, the patella is to be turned up with the 
anterior flap, when the knee is to be flexed by the assistants holding the 
leg and thigh so as to expose the ligaments thoroughly. The lateral 
ligaments should be divided first so as to allow of slight separation of the 
bones, which facilitates the division of the crucial ligaments. In dividing 
these last the knife must on no account be thrust through the back of the 
joint, lest the popliteal vessels should be wounded. 

The condyles are now to be removed with the saw, and the success of 
the operation in securing a useful limb depends very much upon this part 
of the proceeding. The inner condyle is naturally longer than the outer; 
and as nature cannot be improved by art, the section must be parallel to the 
surfaces of the condyles, or the patient will be either knock-kneed or bow- 
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legged. The joint being usually held semi-flexed as shown in Fig. 6, it is 
most important alsp that the section should be at right angles to the shaft of 
the femur, and the necessary slope must therefore be given to the blade of 
the saw. In order to get over this difficulty the thigh may be laid upon the 
table and the leg allowed to hang over the edge if preferred ; but whatever 
the position of the limb, the section must be " parallel to the condyles and 
perpendicular to the shaft." The amount of bone to be removed will vary 
somewhat with the amount of disease present, but it is better not to include 
the whole of the trochlear surface on the front of the condyles, so that a 
broad basis of support may be insured as shown in Fig. 5. In young 
subjects the whole of the epiphysis should never be removed. 

The femur being supported by an assistant, the tibia is to be drawn in 
front of it and supported in the upright position, and the operator grasping 
the leg with his left hand will readily remove a thin slice from the head, 
holding the saw horizontally. This slice, so long as it includes the whole 
of the articular cartilage of the tibia cannot be too thin, especially in 
young subjects, in whom the epiphysis is sliallow. The cut surface of the 
tibia should fit accurately to the corresponding surface of the femur, 
the limb being perfectly straight. 

The patella is to be removed by grasping it with the lion-forceps and 
dissecting it out of the flap, which is then to be laid down without any 
curtailment, since any apparent superabundance will shortly disappear by 
shrinkage. No vessel ordinarily requires a ligature, but one or more of 
the articular arteries may do so. 

Fallacies. — In dividing the crucial ligaments it would be possible to 
wound the popliteal artery were it not that the fibrous posterior ligament 
intervenes, but a careless use of the saw when dividing the tibia might 
endanger it. In dividing the femur, if the saw is held perpendicularly to 
the table instead of to the limb, the section will probably be very oblique, 
and the limb will either have to be put up semi-flexed or a second slice 
removed. In cutting the tibia the section should never be low enough to 
interfere with the head of the fibula. 

For the above operation an ordinary saw, at least 2 J inches deep in 
the blade, is recommended in preference to Butcher's saw, because in 
unpractised hands the latter instrument is apt to cut an uneven surface, 
whereas the ordinary saw can hardly go wrong if the correct line is once 
taken. If Butcher's saw is employed the sections can be made from 
behind forwards with the blade reversed if preferred. 
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FLO, 1. a. Flap ampotation of the right leg. 

h. Amputation through the knee-joint. 

r. Flap amputation in the thigh. 
FIO, 2. Stump of amputation of the right leg. 

FLO. 3. Stump of amputation through the right knee, with patella left. 
FLO, 4. Stump of amputation through the knee, with the condyles and articular surface of 

the patella removed. 
FLO. fi. Amputation through the condyles of the right thigh. 
FLO, 8. Stump of ditto. 
FLO, 7. Stump of anteroposterior flap amputation of right thigh. 



Amputation of the Leg. 

Amputation of the Leg (Fig. 1, a) may be performed at any point in 
the limb, the old-fashioned "point of election" being a hand's-breadth 
below the knee-joint. The operator should stand to the right side of the 
limb, which is to be firmly held by an assistant. Placing his left hand on 
the limb at the point selected for the amputation, the operator should 
thoroughly ascertain the position of the fibula, which is considerably 
posterior to the tibia. In the case of the right limb, the thumb should 
mark the fibula and the fingers the tibia, and the reverse in the left 
limb, and there will then be little risk of the knife passing between 
the bones. 

Making a semilunar sweep from behind the fingers to the thumb of 
his left hand, so as to mark out a broad skin-flap from the front of the leg, 
the operator at once transfixes the limb close behind the fibula, but not so 
near the tibia, making the knife pass through the angles of the former 
incision. (In order to do this neatly, it will be necessary to raise the 
point of the knife slightly on the right leg and to depress it on the left leg 
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when transfixing.) A short posterior flap of about half the length of the 
anterior is then to be cut from the calf, which if very muscular should 
be flattened out as it is cut by slipping the fingers of the left hand 
ben eat t) it. 

Returning to the anterior flap, the operator now draws it up forcibly 
with his finger and thumb, using the knife merely to sever the connections 
with tlie deep fascia, against which its edge should be carefully kept. 
The skill-flap being reversed to the level required, the left hand grasps the 
posterior flap and draws it back, whilst the knife is swept circularly round 
the limb close to the two flaps, The knife is then to be passed from before 
backwards between the bones, eo as to divide the interosseous structures 
transversely by a single cut from one bone to the other. Lastly, the saw 
is to be applied to the tibia, and when about half its thickness is cut 
through, the blade should be depressed so as to reach the fibula and 
complete the section of the two bones together. ITie anterior prominent 
border of the tibia should then be rounded off with the saw or bone- 
forceps. 

The arteries (Fig. 2) to be tied will be the anterior tibial close in 
front of the inlero.sseous membrane, and the posterior tibial and peroneal 
between the superficial and deep muscles of the calf, with some muscular 
branches. The iuternal and external saphenous veins sometimes bleed and 
require ligatures, 

The large anterior flap falls over the small posterior one, the cicatrix 
being entirely behind, and the vessels being divided circularly we have 
in this amputation a combination of the advantages of both the flap and 
circular methods. 

Fb-Uaciea. — If the anterior flap is cut small and the posterior large, the 
cicatrix is in front and there is often great difficulty in managing the large 
muscular flap from the calf In any case where there is superabundant 
muscle, it is best to strip it up from the flap and cut it off at the 
time of the operation. The danger of passing the knife between the bones 
in transtixing is always to be remembered, though the accident ought not 
to occur with the precautions given above. In subsequently passing the 
knife between the bones, it is important to make only one transverse cut 
so as to avoid injury to the vessels. If the prominent spine of the tibia is 
not removed, it is apt to protrude through the flap. 
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Amputations at the Knee-Joint. 



Amputatiaii at the Knee-joint (Fig. 1, h) may be variously motlified by 
leaving or removing the condyles and patella. A large anterior skin flap 
is to be marked out by carrying an oval incision from one condyle to the 
other and as low as the tubercle of the tibia. This being dissected up for 
a short distance, the Uijiimenlam pateUoe and capsule of the knee are to be 
divided and the joint thoroughly opened. The knee being now flexed by 
one assistant and the thigh supported by another, the operator cuts the 
lateral and crucial ligaments, in that order, and passes the knife backwards 
horizontally between the bones. Turning the blade behind the tibia as 
soon as possible, he then cuts a flap of corresponding length from the back 
of the limb, and the operation is completed. 

The popliteal artery (Fig. 3) and probably the vein will require ligatures 
and will be readily found in the posterior flap ; the external saphenous 
vein also sometimes bleeds. The patellii can be drawn down into the 
inter-condyloid notch with the anterior flap to meet the posterior flap, from 
which the muscular fibres of the calf should be removed if they are 
redundant, but the bone will be generally drawn up again in front of the 
condyles in the process of healing. 

A better stump will in most cases be formed by removing the patella, 
and this may be done either by cutting above it when opening the joint so 
as to leave it attached to the tibia, or, better, by carefully dissecting it out 
of the flap when the amputation has been completed. 

Another modification (Gritti) is shown in Fig. 4, where the condyles 
and the articular surface of the patella have been removed with the 
saw, and the cut surfaces will come in contact when the anterior flap is 
brought down. 

In removing the articular surface of the patella, it will be found 
convenient to grasp the flap firmly with the left hand, and to press the 
bone down upon the femur whilst the saw is applied vertically ; an 
assistant should hold the patella with the lion-forceps applied transversely 
until a groove for the saw has been made. 

If this operation is selected, the posterior flap need not be so large as 
in the former amputation, but the patella does not commonly unite, being 
drawn up in front of the femur, where it gives a very useful attachment to 
the extensors of the thigh. 

Fallacies. — In all these operations a long broad skiu flap in front is 
essential, and it is most important that the vitality of tlie skin should not 
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be interfered with by the knife. In opening the joint, it will be found 
impossible to divide the crucial ligaments satisfactorily until the lateral 
ligaments have been cut so as to allow the femur and tibia to drop asunder, 
and there is the liability to break the point of the knife against the spine 
of the tibia, or to iierforate the popliteal vessels. 



Amputations through the Condyles of the Femor. 



Gardens Amputation consists in making a single rounded flap from the 
front of the knee-joint, consisting of integument only, which is to be 
reflected to the level of the condyles, at which point the whole of the 
tissues at the back of the thigh and the muscles on the front are to be 
divided by a circular sweep, the saw being applied at the junction of the 
condyles with the shaft of the femur. The objection to this method is that 
the single flap being composed of skin only, is liable to slough if at all 
injured either by preceding violence or during the operation, and it 
has accordingly been modified by Mr. Spence, who retains the muscles in 
the anterior flap and retracts the soft parts so as to divide the shaft of the 
femur, which is a less satisfactory point of section. 

Lister's Amputation consists in making a transverse cut across the leg 
at the level of the tubercle of the tibia, the extremities of the incision 
being prolonged obliquely downwards for half an inch so as to obviate 
subsequent notching. The knife is then passed beneath the lioib, and a 
slightly couvex short skin flap marked out by joining the two oblique cuts. 
The limb being now raised, this posterior flap is to be reflected together 
with the integument of the knee as in a circular amputation, until 
the hamstring tendons are exposed, when they are to be divided by a 
circular sweep passing also above the patella and through the muscles on 
the front of the thigh. The saw is to be applied immediately above the 
articular cartilage of the knee and the condyles divided, 

Faliades. — The objection to this method is, that in cases of disease of 
the knee it will be difficult to reflect the skin sufiicieutly, and particularly 
that when the knee is permanently flexed it is impossible to form a 
posterior flap first. 

Amputation through the Condyfts {Fig. 6) may be conveniently 
performed as follows : The knee being bent to a right angle, an oval 
sweep is to be made from one condyle to the other, at the lower border 
of the patella, and a flap reflected consisting of skin and the superficial 
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tmisciilar fibres. The limb being transfixed above the condyles, a short 
posterior flap is to be cut from the hara, and both flaps being retracted 
a circular sweep is to divide the remaining muscles with the popliteal 
vessels and nerves. The saw is applied to the condyles, and thus a 
broad surface of cancellated bone is preserved. Any muscular fibres 
of the gastrocnemius which may be in the posterior flap should be 
dissected out at once, and the fibres of the popliteus shortened if necessary. 
The popliteal artery, and possibly the vein, will require a ligature, and 
the artery will be close to the femur (Fig. 6). The anterior flap when 
drawn down forms an admirable covering, and the cicatrix is entirely 
behind. 



Amputation of the Thigh. 



Amputation throwjh the Shaft of the Femur (Fig. 1, c) by antero-posterior 
flaps may be satisfactorily performed at any point by double transfixion. 
Grasping the tissues of the front of the thigh with his left hand, the 
operator raises them so as to have as large a flap as possible in front ; and 
this will be much increased by entering the knife as fer back as possible, 
and sloping it upwards over the hone at its entry and downwards 
at its exit. A rounded anterior flap having been cut as long as convenient 
by a steady sawing motion, it is drawn up while the knife passes behind 
the bone to fonn a posterior flap slightly longer than the anterior. Both 
flaps being retracted, the knife is swept circularly round the bone, as close 
to the flaps as possible, and the saw applied. In sawing the femur the 
position of the thick ridge {linea aspera) at its posterior aspect is to be 
remembered, and the saw, at first horizontal, must be brought nearly 
vertical (Fig. 7), so soon as a groove is cut, in order that the Unea nKpern 
may be divided early and not left to break and form a projecting spike. 

The position of the main vessel will vary according to the seat of the 
amputation. In the lower third of the thigh, it will be posterior to the 
bone (Fig. 7), in the middle third it will be to the inner side of the bone, 
and in the upper tliird in front of the bone. Numerous muscular branches 
will require ligatures, 

Fiillacks. — The possibility of splitting the femoral vessels with the 
knife in transfixing the middle of the thigh is to be remembered, and the 
danger is best avoided by not going too close to the femur on the inner side, 
thus leaving the vessels to be divided by the circular incision. 
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FIO. 1. Amputation of the left thigh bj lateral flaps. 

FIO, 2. Excision of the head of the femur. 

FIQ. 3. Apmutation at the hip-joint. TransBxion. 
FIO. 4. " " " Formation of anterior flap. 

FIO. b* '^ *' " Anterior flap reversed to show the hip-joint opened. 

FIO. 6. ^* " ^' Dislocation of the head of the femur, and formation 

of posterior flap. 



Amputation op the Thigh bt Lateral Flaps* 

Amputation of the Thigh hy lateral flaps (Fig. 1) is an operation which 
does not yield such good results as that by antero-posterior flaps. It is 
most conveniently done by transfixion of the inner flap first, the operator 
standing on the outer side of the limb in all cases. Grasping the tissues 
on the inner side with the left hand, and drawing them forward, the 
operator enters the amputating knife vertically close to the inner side of 
the femur and, transfixing the limb, cuts a broad short flap from the inner 
side of the thigh. This flap being drawn back by an assistant, the 
operator grasps the tissues on the outer side of the limb and passes the 
knife on the outer side of the femur, looking over to see that the point 
emerges in the former wound. A flap corresponding to that on the inner 
side is then cut, and being retracted, the bone is cleared with a circular 
sweep and sawn through with the precautions respecting the linea aspera 
mentioned above. 

This operation being only adapted to the middle or lower third of the 
thigh, the main vessels will be in the inner flap close to the bone (Fig. 1), 
and there is considerable risk of splitting them with the knife. The 
patient being recumbent, the limb becomes rotated outwards, so that the 
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lateral flaps in a few days ap|>eftr to be antero-posterior, but the cicatrix 
will be across the face of the stump. 

A modification of ike lateral Jhip meOt'id may occasionally be found useful 
in cases of injury of the knee and front of the thigh. Two lateral skia 
flaps, the inner if possible larger than the outer, being dissected up 
carefuUy, a circular division through the muscles will allow of sufficient 
retraction to make a well-shaped stump with ample skin covering, aod 
without the unwieldy flaps of the preceding operation. 



Excision of the Head of tub Toigb-Bone. 



Excision of the Heml of the Thigh-bimc (Fig. 2) is an operation very 
difficult of accomplishment on the dead body in which the ligaments are 
healthy, but comparatively easy in cases of hip disease or gunshot injury 
of the joint. Existing sinuses may be advantageously laid open when 
conveniently situated for the exposure of the head of the bone, but failing 
these, a straight incision four or five inches long is to be made in the axis 
of the femur along tht- posterior border of the great trochanter. The 
aponeurosis of the gluteus maximus being divided, and the trochanter 
cleared, the finger can examine the capsule of the joint, the posterior aspect 
of which will probably have been already opened by abscess. If not, an 
opening must be made in it, and a blunt-pointed bistoury, guided by the 
finger, employed to divide it as far as may be necessary to allow of disloca- 
tion of the head of the thigh-bone from the acetabulum. In order to 
accomplish this, an assistant should flex the thigh and rotate it forcibly 
inwards, when the head will be thrust out of the wound as in Fig. 2. The 
head being grasped with the Uou-forceps, should be removed with a small 
saw, which should be applied immediately below the great trochanter so as 
to include in the section the entire neck of the bone. 

The acetabulum, if diseased, can now be readily reached with the 
gouge, and any loose sequestrum can be removed with forceps. In cases of 
perforation of the floor of the acetabulum it would be possible also to 
evacuate an iutra-pelvic abscess or to saw out any diseased bone. 

Fallacies. — An oblique incision across the buttock, though facilitating 
the dislocation of the bone, inflicts greater injury on the soft parts than 
that over the trochanter, and has the disadvantage of being subject to 
pressure when the patient is recumbent. The trochanter must be thor- 
oughly cleared, and the posterior aspect of the capsule divided before the 
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limb is flexed or unnecessary violence will have to be employed, at the risk 
of breaking the femur, In cases of long-standing disease it is possible that 
the head of the bone may be so firmly fixed to the pelvis by tidhesions 
that it will require to be forcibly detached with an elevator, and this may 
be done either before or after the application of the saw as may be most 
convenient. 



Amputatiok at the Hip-Joint. 



Amputation at the Hip-joint may be performed by various methods, but 
that by a long anterior and a shorter posterior flap appears to give the most 
satisfactory results. The anterior flap is most conveniently formed by 
transfixion, but in exceptional cases, where a tumor involves the front of 
the upper part of the thigh, it may be cut from without inwards and be 
formed of the integuments only. 

Three well-trained assistants are essential for the rapid and satisfactory 
performance of amputation at the hip-joint. No. 1 should take charge of 
the abdominal tourniquet applied to the abdominal aorta a little below and 
to the left side of the umbilicus. No. 2 should stand on the opposite side 
to the operator and be prepared to grasp the anterior flap and compress 
the femoral vessels. No. 3 should grasp the limb firmly, and be prepared 
to move it as required during the operation. 

It will be found most convenient for the operator to stand on the outer 
side of the limb to be removed, whether right or left, the buttocks of the 
patient being brought to the edge of the table, and the opposite leg being 
secured to it by a bandage. 

The limb being slightly flexed upon the pelvis so as to relax the tissues 
in front of the hip-joint, the operator enters a long amputating knife one 
inch behind and below the anterior superior iliac spine, and passing 
it parallel to Poupart's ligament, makes the point go deeply to the capsule 
of the joint, which should be opened by slightly raising the knife so as 
to pass over the neck of tlie femur before dipping deeply through the 
adductors to emerge on the inner aspect of the thigh (Fig. 3.) With a 
steady sawing movement of the knife a long and broad anterior flap is 
then to be cut from the front of the thigh, assistant No. 2 slipping the 
fingers of both hands beneath the flap behind the knife, and grasping the 
femoral vessels before they are di ing up the anterior 

flap the assistant will exiwse t> thould have 
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been opened or at least thoroughly cx|KJ8ed. Assistant No. 3 now forcibly 
depresses the thigh so as to throw the head of the bone forward, 
and the operator divides the remains of the capsule, when the head 
will start forward, tearing the Uyamenfmn te;-ai, though this may require 
division in some cases. The tiesues attached to the great trochanter 
should now be divided, the bone being rotated inwards by the 
assistant so as to bring that process forward, and the knife can then be 
passed behind the neck of the bone to form the posterior flap (Fig. 6), 
This should be shorter than the anterior, and may be cut from within 
outwards altogether, or, better, may be rounded off by bringing the knife 
down and sweeping round the flap from the outer side to the perineum, 
wiieu suflieient length has been obtained. 

The femoral vessels being thoroughly under the control of the assistant, 
the operator may conveniently place ligatures on the branches of the gluteal 
and sciatic arteries in the posterior flap first if they arc bleeding. If the 
anterior flap should be formed of integument only, the femoral artery mostJ 
necessarily be divided close below Poupart's hgament, and should bef 
compressed against the pubes until secured. 

Fuflacies. — It is possible to break the knife against the femur in trans- I 
fixing, but the more common error is to go wide of the hip-joint, leaving ' 
much soft tissue over it to be divided. If the knife is not kept parallel to 
Poupart's ligament, but allowed to glide down the thigh in transfixing, it 
will be difficult to retract the anterior flap sufliciently to expose the head 
of the feraur satisfactorily. With the leverage of the thigh-bone in the | 
hands of a good assistant there should be no difficulty in dislocating the ' 
bone, provided the iliofemoral ligament is thoroughly divided. If it should 
be necessary to apply the knife to the ligarntnttim tt-refi, the Hmb must be 
rotated forcibly outwards to bring it into view. A broken or shortened 
thigh-bone should be grasped with the lion-forceps in order to increase the 
leverage. 

Some operators prefer to transfix the right thigh from within outwards, 
standing between the patient's legs. The objections to this method are | 
that in transfixing it is possible for an unpracticed operator to drive hia I 
knife through the obturator hole into the pelvis, and that the operator | 
must either himself manipulate the Hmb or be very much in the way aim 
the assistant. Again, the operator being in front of the patient during the ' 
entire operation, would be liable to be incommoded by any accidental 
hicmorrhage, and would certainly much intercept the view of any 
by-standers. 



Couper's Lftchrymiil Probes (Lafrson). —Ste page 2. 
FIGURE 6. Plati: I. Now exhibits the operation of hrlnging for- 
ward ami re-attaching tlie rectus tendon. It is described as follows; — 

In cases of divergent strabiBmua following division of the internal rectus, it may 
be necessary not only to divide the tendon of the external rectus, but also to bring for- 
ward and re-attach that of the internal rectus. This is called re-adjustmeut; and may 
be accoropliahed in the following way : — The speculum having been fixed, a fine Btik 
thread is inserted, by means of a curved needle, into the conjunctival and episcleral tis- 
■flue, exactly opposite the centre of the cornea, and about one-eixleenth of an inch from 
the inner margin {Fig. 6.) A crescentic incision is then made through the conjunctiva 
only, immediately to the inner (nasal) side of the thread. Next, the tendon of the 
internal rectus is exposed, and its insertion clearly defined by pasaing a strabismus- 
hook beneath it. While the hook is in position, fine threads are attached to the upper 
and lower borders of the tendon at the nasal side of the hook. The tendon is then 
divided, and the needle attached to the thread opposite the centre of the cornea passed 
through the t«ntre of the divided muscle. The needles attached to the threads at the 
npi>er and lower margins of the muscle are then insinuated into the episcleral tissue, 
and made to emerge on the conjunctiva about one line above and below the corneal 
margin respectively. At this stage the external rectus is divided ; and then the eyeball 
being rotated inwards, the corres|)ondtng ends of the three ligatures are firmly tied 
and cut short. For ultimate success a slight convergent strabismus is at first desirable. 
If the eifect of one operation be not suflioient, the operation may be repeated either on 
the same or the opposite eye. 

To follow reference to Fig. 11, page 7 : — 

It is sometimes preferred to divide the external rectus first, leaving it^ tendon 
long enough to be grasped with forceps, so that the eye may be rotated for the division 
of the several muscles without the use of the strabismus-hook, and in this case the 
optic nerve is best divided from the outer side, the eyeball being rotated inwards. 




Mode of tjing the ligature upon an artcrj (Maunder). — For duiript'ian ate page 10. 
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To follow tliinl ])aragra])li, pjige 10: — 

It is tlie pructk'C of some surgeons t(» tie :iii artery with two ligatures a short 
distance apart, and then to divide the vessel iM^twcen them. 

To precede ** The Lingual Artery," on page 30 : — 

The Vektkbkal Arteky. 

The Vertebnd Artery may be rcacliKl by an ineisicui, 2i to 3 inches long, u|)on 
the posterior margin of the sterno-mastoid muscle, immediately above tlie clavicle. 
On drawing the sterno-mastoid, witli the carotid slieath inwards, with a spatula, 
the scalenus anticus, with the phrenic nerve lying \x\)o\\ it and crossed by the 
transversalis colli vessels, will be ex{>osed, close to its attachment to the transverse 
processes of the vertcbnc; and, next to its inner border, a little dissection will expose 
the vertebral vein, of very variable size. Immediately beneath the vein, and lying 
between the scalenus and longus c^lli muscles, will be found the vertebral artery, just 
before it enters the transverse process of the 6th cervical vertebra, which will be 
recognized by its prominent tubercle. The inferior thyroid artery crosses the vertebral, 
but is drawn aside with the thyroid Ixxly in oi)ening the wound with s|)atulas; and on 
the left side the thoracic duct also crosses the vessel, but will probably escape 
recognition. 

To follow last paragraph, page 38 : — 

But should arterial bleeding follow tlie division of the stricture, the wound must 
l)e cauticmsly enlarged and the vessel secured with a ligature. 

To follow last paragraph, page 40: — 

The Plantar Fajtcioy if contracted, may l)e most conveniently divided by |)assing 
the flat tenotome (»ver it, hut beneath the skin. The eilge is to be turned against the 
contracteil band, whilst fomble extension of the foot is made. The same method is to 
be pursued in ctises of contnw^ted jmhiar fascia (Dupuytren's (X)ntraction). 

FIGURE 4. Plate X. Represents the "hiryngotomy tube," 
instead of the "external cylindrical tracheotomy tul>e." 

Page 51, add to hist line of paragraph, "or a 'safety pin/" which 
may be used instead of a blunt pair of scissors. 

Tracheotomy. {See page 52.) 

Tracheotomy may be performed above or below the isthmus of the thyroid body. 

Above the Isthmus (Fig. 1, 6) is the easier and more satisfactory o|)eration. 
Standing on the right of the patient, who should have his head thrown back, the 
o|>erator makes an incision in the median line from the upper border of the cricoid 
cartilage downwards for \h inches, or more if the neck is swollen. This should be 
held o()en with blunt hooks by an assistant standing at the head of the patient, so as 
to be able to employ both hands and keep the incision strictly median. A careful 
dissection is then made through the fascia in the median line, the tissues, and especially 
the veins, being pushed aside with the nail or a steel director until the rings of the 
trachea are reached. The space between the cricoid cartilage and the isthmus of tlie 
thyroid body can now be materially increased by forcibly drawing down the isthmus 
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witli the liugtr, and, if necessary, holding it with a bluul hook, wliich is to be entrusted 
to an afisistant. The wound being sponged out, the operator fixes the trachea by inserting 
a sharp hook or I«iiaculum immediately below the cricoid cartilage, and draws it up 
with his left hand, whilst with the right he plunges the scalpel {witli the back down- 
wards) into the trachea at the lowest point exprjsed, and cuts up to the hook. 
Maintaining his hold on the hook, the operator compresses the bivalve tube with his 
forefinger and thumb (Fig. 5), and slips it into the opening below the hook, and then 
inserts the inner tube. The hook may now be removed and the tulie secured with 
tapes round the neck. When the space between tlie isthmus and cricoid cartilage is 
very small, it may be necessary to extend the incision through the ring of the cricoid 
caililage, thus converting the operation into larpigo-lraoheolomi/. 

A modification of tkia operation is to make a transverse cut along the lower 
border of the cricoid cartilage so as to detach the fascia covering the trachea, which is 
then to be pushed down with the veins below tlie level of the wound. The hook may 
also, if preferred, be inserted at one side of the trachea, and can then be used to elevate 
the edg« of the incistou so as to allow of the easy introduction of an ordinary tube. 

Removal of the Tongde. {See page 55.) 

Removal of parlionm of the Tong^if- may be effected with the knife, or better, on 
account of the absence of hemorrhage, witli the wire fcraeeur. When, as usually 
happens, the cancerous disease Involves one side of the tongue, the operation may be 
satisfactorily i>erformed as follows: — 

The patient being thoroughly under the influence of chloroform, and efficiently 
gagged, two threads are to be passed through the tip of the tongue, one on each side 
of the median line, by means of a needle set in a handle. The tongue being drawn 
up with these threads, the fnenum Hngiue is to be divided with scissors, which are to 
be run along the floor of the mouth of the aBected side, so as to divide the n 
membrane as far back as may be necessary. Giving the thread in the sound side of 
the tongue to an assistant, and holding the other himself, the operator divides the thick 
corium of the tongue strictly In the median line, and with his finger tears through the 
muscular fibres so as Ia isolate the diseased half of the organ. Then, slipping the 
loop of an fcranear over tlie diseased half, he carries it liack well beyond tlie disease, 
and maintains the loop In jK)sition with the forefinger while lightening up the wire or 
rope. When the disease extends far back, two or three needle.s in handles are to be 
made to transfix the whole thickness of the tongue well beyond the diseaw, and the 
wire is to Ije jiasscd around them. Tl^e fcraseur is to be slowly screwed up, and the 
wire will steadily cut through the tissues without giving rise to any hemorrhage, the 
needles being loosened in order as the loop of wire ]>asses them. It is well to leave 
the thread in the tongue for a few hours, in case of the occurrem* of hemorrhage, and 
as an extra precaution to brush the cut surface over with liquor ferri [tersulphatis, and 
to dust it with iodoform as an antiseptic. 

Should arterial hemorrh^e occur during the oj>eration, or subsequeutly, it can 
always be controlled by thrusting the forefinger well down to the hyoid bone and 
dragging It upwards so as to stretch the lingual artery, until a ligature is applied to 
the bleeding point. 

Removal of (he enlire Tongue may be performed with the h^rtwcur after the div 
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of tlicM>rguii into two halves, as dcHtTilMcl alxive; or, if handlcnl needles are passed 
through the l>ase of the ton^uo, the t'cru^ntr may lie made to encircle the entire organ, 
but with the drawback that, should the <livision Ix' much* too rapidly, both lingual 
arteries will be divided simultaneously and may blecil freely, the jetn crossing one 
another, and making it difficult to secure the vessels. Professor Trendelenburg's 
pn)|XMal to perform a preliminary trac»hc»otomy, and to plug the trachea by a special 
expanding tampon, in all serious oi)cnitions about the mouth, was made in 1871, and 




Trendeh^Dburg's Tampon. 
a. Coiic for adrniDisteriDg chloroform. b. Air-bottic for (list«>ndiiig r. r. India-nibbcr tampon. 

will be found described at length in the Medical Times and Gazette for May, 1872. 
The objection to it is, that the pressure exerted on the trachea is apt to pnxluce great 
embarrassment of breathing and cough. Plugging the pharynx with a sponge, to 
which a string is attached, is a far preferable plan, and the preliminary tracheotomy, 
when considered necessary, should be done a couple of days Ix^forchand, so that the 
patient's windpi(>c may have become accustomed to the prcscn<'e of the tube. A much 
more satisfactory plan, if it prove genenilly ft»asible, is that practiced by Dr. M*Ewen, 
of (ilasgow {Britinh Medical Journal, July 24, 1880) — viz., to introduce a tracheal 
tul)e through the mouth, for the administnition of chloroform during oiierations in the 
mouth, the pharynx being plugged around the tul)e with s|K)nge. 

Whitehead's metluxl of removal of the tongue is by means of scissors alone, in 
which alternate snii>s of all the tissues on opposite sides of the orgtin are made, care 
being taken to divide and sei-ure one lingual artery lK»fore the other is divided. 

To replace last paragni})li in " Ronioval of tlu* Ui>per Jaw." — Seepage 
59 :— 

In the living bcxly the amount of bone brought away will vary according to the 
nature of the disi»ase, and it will often 1k^ necessary to remove further |H)rtion8 with 
forccjw or s<*issors. The a|)pli«ition of the actual («utcry will probably l)e required, 
U) arrest hemorrhage, and it is (HinvcnitMit to thrust a sponge into the posterior nostril 
while this is l>eing done, in onler to prevent the ilow of b]o<^l into the throat and its 
forcible ejection by coughing. In the subject, the maxilla usually brings away with it 
the lower part of the palate bone, including part of the pterygoid ft^ssa and internal 
pterygoid muscle. In old subje<»ts the jaw is a|)t to bi*eak down under the lion-force|)8, 
leaving the posterior wall of the antrum behind. 
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To be added to tlie next to the laal punignipli on page 60, forming its 
concluding sentence ; — 

In the living body, when a soft tumor involves a lai^e |)ortion of the lower jaw, 
the leverage necessary for disarticnlatiog readily is lost, and a flat bone-elevator may 
be advantageously U3«I to prise the condyle out of the glenoid cavity without 
endangering the artery. 




Trepiiine.— (Xf,paje 61. j 

See CbLOTOMY. page 65. The following to Uike place of third 
paragraph : — 

A transverse or slightly oblique incision, four inches in length, is to be made 
parallel to the last rib and midway between it and the crista ilii, half the incision being 
on each side of the inked line, or simply going well up to the outer margin of the 
eraUor spiTuc muscle. The skin and subcutaneous fat having been divided, the 
fibres of the latissimus dorsi, with, perhaps, some of the obliquus externus in front, will 
be seen, and are to be divided, bringing into view the obliquus intcrnus, which is also 
to be thoroughly divided for the whole length of the incision. The white posterior 
tendon of the transversal is, or fascia lutnborum, will then be exposed and may be 
conveniently divided on a director. At the posterior part of the incision the quadratus 
lumborum will now l)e seen, and if necessary may \k divided, and in front of it a 
quantity of loose fat in which kidney and colon lie. The edges of the incision 
should be drawn up and down with brood spatulm, whilst the fat is carefully displaced 
with the finger, when the colon, if distended, will present at the wound, covered only 
by fascia transversalis {Fig. 8). Should the bowel be empty, the fascia ti-ansveraalis 
is to be carefully torn through with the finger-nails immediately in front of the 
quadratus lumborum, and the fore-finger, being passed forward below the kidney 
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(which may Ix) readily reoogiiized), will foci tlic empty intestine and hook it forward. 
This proceeiling will be much fmulitated by rolling the (Mitieut over on his back so as 
to make the wound dei)eudent, when the colon will fall u|H>n the finger and be readily 
recognized, or, better, by distending the bowel with air per anum. 

Page 6G, second paragraph, to follow reference to Fig. 9, add, 
"Though it will be well, in the living body, to insert fine stitches between 
the larger ones, so as to prevent the escti})e of fecal matter into the cellular 
tissue." 

Page 60, sixth line from bottom of page, read " membrane " for 
" j)eritoneum." 

CoLOTOMY. — See page 67. 

FaJUades, — If the incision is made too far forward the |)eritoneum is oertaiu to 
be opened ; if made too far back the quadratus lumborum and erector spinse muscles 
alone are exposed, and the former has to be divided. The fascia transversalis varies 
in thickness, and is often mistaken for the peritoneum, the intestine being seen to glide 
beneath it. The operation is facilitated if the bowel is distended with air from the 
rectum, but with care there is no difficulty in drawing forward and opening satisfac- 
torily an empty intestine. Should the peritoneum be opened, the operation should be 
completed, and the o()ening in the serous membrane closed with one or two fine 
stitches, the complication not being necessarily fatal. 

Nephrotomy^ Nephro-litholomyy and Nephrectomy, — The modern operations of (a) 
incising the kidney (nephrotomy) for the evacuation of an abscess; (6) of removing a 
calculus from the kidney (ncphro-lithotomy) ; and (c) of removing a diseased kidney 
(nephrectomy), can all be performed tlut)ugh an incision similar to that for colotomy, 
but a little more extensive; with, i)ossibly in the case of the last operation, the addi- 
tion of a vertical incision about the centre of the oblique cut, in order to gain more 
room. 

Nephrectomy for large tumors of the kidney may be more conveniently per- 
formed from the front, the incision being made in the linea aemUwnaris at the outer 
border of the rectus abdominis, and the intestines drawn to one side. This operation 
necessitates an opening through both the front and back of the peritoneum, and it is 
recommended to close both incisions carefully with fine silk sutures, and if necessary, 
to establish a drain through the loin. 

Page 70, after 'Uube en ehemisCj' add, '*or of the Elastic Air- 
tampon," which concludes the sentence. 

Page 70, add to last paragraph, ** hence a free, deep incision is to be 
recommended," which concludes the sentence. 

Page 71, to follow Uust line, " and it is a misbike to use too small 
forceps." 
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Side Vipw nf Mndinn Lilliotomy (All.irlon}.— Se'pnffe 72. 

Page 73 (Lithotrity), sei;ond line of text, for " liglit instruments of 
either English or French manufacture," read, " fenestrated and flat-bladed 
instruments." 

Page 74, fifth line from top, to sentence ending with word " bladder," 
add, " or, if there is enlargement of the prostate, giving a decided push 
upwards toward the bladder," 




FUt-Uaded Idthotrites, of different patterns (Thompson). — i'ee payc 71. 
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See page 74, immediately preceding " Fallaciet:" — 
The Belection of the Lilhotrite to be employed will depend upoo the siae and 
nature of the calculus. A hnnl uric acid stooe will require the nae of a stroog litho- 




CloT«r'i EvHcuating Bottle, 
trite, with the male blade wedge-shaped and the female blade fenestrated, in order to 
break the calculus into pieces which can be dealt with by the flat-bladed lithotrite, 
tliough this alone may be used for phosphatic stones. The amount of work to be 
accomplished before the evacoating tubes are employed must depend upon the judg- 
ment of the operator. 

The evacuating tube should be as large as the uretlira can take, and if the meatus 
is at all contracted, it should be divided before the tube is introduced. Any Suid in 
the bladder should be allowed to escai^c by the tube before the aspirator is attached, 
so that the exact quantity of water injected may be known. 

The evacuating bottle or aspirator is to be completely filled with warm water and 
attached to the tube, when, by comprexsing the India-rubber bottle, the water flows 
into the bladder, and by the elastic r»x)il of the bottle is brought back again with 
fragments of stone, which drop into the glass bulbof the instrument The fragments 
of stone can be heard rattling against the tube as the water flows in and out, and the 
tube should be turned from side to side, to favor the evacuation of the fragments. When 
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Bvaciutiiig ABpiratora, of two pattenu (ThompMo). 
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these cease to fall into the glass bulb, it will be necessary to withdraw the tube and 
reintroduce the lithotrite, and so on alternately until the bladder is cleared. 

See page 76, sixth line from top of page, taking place of sentence 
beginning same as the following : — 

If interrupted sutures are employed very fine silk should be used, aud they should 
be tied as tightly as ]>osstble, so that they may cut their way out in a few days, 
since it is both difficult and painful to divide each separate suture, owiug to the swell- 
ing of the parts. In dressing a case of circumcision it is most important to keep the 
remains of the prepuce behind the corona, with the glans fully ex{>08ed until the parts 
are healed. 

See page 77, to be added to and form the conclusion of section on 
Amputation of the Penis : — 

Some surgeons prefer to retain sufficient skin to cover the end of the penis, and 
bring the corpus spongiosum with the urethra through a button-hole below. 

See page 80, twelfth line from bottom, for " In cutting flaps from 
without inwards," read " In cutting flaps from within outwards." 

Continuation of page 81 : — 

In order to obviate hemorrhage during au amputation, the modem practice of 
rendering the limb bloodless introduced by Esmarch should be had recourse to. An 
elastic- webbing bandage, three inches wide, is wound firmly round the limb from below 
upwards, so as to squeeze the blood out of it, and is carried well above the seat of 
o|>eration. There, a strong elastic cord is forcibly pulled round the limb three or four 
times, so as to exert the full force of its elasticity when the ends are fastened together. 
The bandage is then unrolled and the operation is practically bloodless in its early 



When the amputation is completed, and, if possible, the main vessel ligatured, It 
becomes necessary to remove the elastic cord in order that the smaller arteries may be 
seen by their bleeding and be secured. It becomes necessary then for an assistant to 




Conpraaioa of the bnchi&l aqU femoral 
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grasp tlie luaiii vewcl of the urm or thigh, in imler tu inotlurato tlic flow of blood and 
arreflt it, as may be necessary, during the proixHS of. titking up (Ik; bleeding veuaeU. 
With trained assistauts this aimwcrs perfeotly, but whc[i slmrt-liiiiidGd, or if loae of 
blood is to be deprecated, the operator should employ the old-foaliioned Petit's 
touruiquet instead of the elastic cord, ami will thus combine the advantages of Esmarch's 
method with perfect control over the bleeding. In the arm and thigh the screw of the 
tourniquet is most conveniently placed on the outer side of the limb, with a lirnt roller 
over the artery ; in the ham the screw is imme<liiitely aI>ove the [latella, with the roller 
beneath the artery. 

The only drawback to the use of the tourniquet it<, tliut when tlie blood has once 
re-entered a limb, the superficial veins being compressed are apt to bleed rather freely ; 
but very considerable capillary oozing is a feature common to all oi>erations in which 
the bloodless raetltod is adopted at the comracncemeDt. 




Applicalion of ttmrtiiquel (Fergusaon I, 
Whether the arteries are tied with fine hemp, silk, or carbolized catgut, they must 
be picked up with artery-forcejis and drawn out slightly, the larger vessels being 
separated from their veins. In order to assist in this, a drawing of the face of each 
stump is given, in which the positions of the main vessels in each instanoe are 
indicated. 



A PI' EN BIX. xi 

8ee piige 94, fifth line from bottom, the following is to imnimliately 
precede sentence beginning "The elbow," etc: — 

In clearing the outer side of the olecranon, it is very important to preserve the 
fascia continuous with the triceje tendon, so thnt tlie j.H)wer of extension of the fore- 
arm may beobtaiiieil. The lute Mr. Maunder first cHlled attention to this, and the 
accompanying figure, taken from liis work ou Oj>erative Surgery, shows the tissue to 
be preserved. 




Cuntiooity of triceps tendon and foacia {MaHiwier).— Set page 84. 

Page 95, immediately preceding last Hentence, atld : " Should the nerve 
be accidentally divided in the living body, the ends should be promptly 
united by catgut sutures placed in the neurilemma." 

Amputation of the Fore-Arm. — See page QQ. 

Tfoles Amputation by long and short flaps (Fig. 1) may be performed in any part 
of the fore-arm. The liand being pronated, the long " anterior" flap is to be taken 
from the exteusor side of the limb, its length and breadth being exactly half the cir- 
cumference of the limb at the point of section of the bones. The flap being marked 
out, the whole of the tissues down to the bones and interosseous membrane are to be 
refiecietl. The short flap from the flexor side of the limb is to be a fourth (or better a 
third) of the length of the loug flap, and will necessarily include the main vessels and 
nerves (Figs. 2 and 6). 

Amputation by <}inible flape (Fig. 5) of nearly equal length may l>e preferred, as 
easier and more rapid. In a thin arm the flajis may be conveniently made by trans- 
fixion, thus iocluding the greater part of the muscles; but in a large muscular arm it 
would be better to cut the flaps from without inwards and containing only a part of 
the muscular fibres, or to dissect up two skin-flaps and to divide the muscles and 
vessels circularly. 

In the double-flap o|ieration by transfixion it is essential that the operator should 
be quite clear as to the {msilion of the Ixines of the fore-arm, lest he pass the knife 
between them. The jHwition of pronation appears to be the best for the arm to be held 
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io by au assistant, unil the oi>erator then gnujis tlie dorsal tiiwiict) with hb left band, 
feeling with hia thumb the burdor uf t)ie ulna in the left uiiil tlie radius in the right 
limb. Entoring the point uf a small aiuputating-knifc or catlin slightly upwards, he 
then passes it across the bomis ami dcprusscs the jmint at the op|)osite side, at the same 
time drawing up the tissues with the Rngont. In this way u broad flap may be raised 




Ampu(«tii.n of Fore-Ann l.j Tcalc'i mfHtoA {Teaif). 
on the knife, which should saw steadily down tiie limb for two to three inches, when 
it is to In} brought out so aa to cut the skin longer than the soft tissues. The knife 
entering at the original s[K>t is then jHisscd beneath the bones, and the left hand of the 
operator is able to keep the first flap back, and to ensure the exit of the point at the 
proper spot. The under flap is cut slightly longer than the upjMfr by a steady sawing 
movement, and the knife sJiould be brought out rather sharply, so as to cut it some- 
what square, and to divide the flexor tendons with the vessels and nerves at one sweep. 
Both flajis being retracted by the lefl hand of the operator (aided when necessary by 
an assistant), the knife is to be swept around the bones close to the fla[)s, and to be 
(lassetl between them .'w an to divide the interosseous tisanes. The double-edged catlin 
is ainvenicnt but not essential for this part of the o[)eration, since it is unnecessary' to 
withdraw it in order to reverse the blade. The bones Iwing suSiciently bared are to be 
sawn througli together, aud of the same length. The radial and ulnar arteries will be 
found in the under flap (Fig. 6), the radial being more superflcial than the ulnar, 
which lies close to its nerve. An interosseous and some muscular branches will 
probably require ligatures, and should the nietlian or ulnar nerve have been left loo 
long, it should be at once shortened. 

See j>age 99. Add tlie following to Fitlhicies : — 




Amputation of Arm by Teale'a mntliod \Teale). 
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In Teal^B Amputation the long anterior flap must be placed so as to avoid the 
brachial vessels and nerves, and its length and breadth is to equal half the circum- 
ference of the limb. The short posterior flap is to be a fourth of the anterior flap in 
length, and will contain the brachial vessels and accompanying nerves. 

See page 101, third line from bottom, the following to take the place 
of the sentence beginning the same : — 

The capsule is now to be divided close to the anatomical neck, with the tendons 
attached to the tuberosities of the humerus; and in order to bring their attachments 
into view, the humerus must be rotated first inwards, to bring the tendons of the supra- 
spinatus, infra-spinatus, and teres minor into view, and then rotated outwards, to bring 
up the subscapularis, the assistant endeavoring to thrust the head out of the wound as 
soon as it is sufficiently cleared (Fig. 2). 

See page 102, seventh line from top, for '* transversely close to the 
articular service,'' read " transversely below the tuberosities.*' See page 
102, same subject, under ^'FallacieSy' fifth line of the paragraph, for "area" 
read " arm." 

See page 111, ninth line from bottom, for "bone" read "plantar 
fascia." 

See page 113, to follow last paragraph : — 

Roux's Amputation ai the Ankle may be employed when the heel is too much 
diseased to admit of the performance of either Syme's or Pirogoff's amputations. A 
large flap is to be taken from the inner side of the foot and sole, by an incision 
beginning at the tip of the external malleolus, and carried forward for two inches ; 
then, passing across the foot to the middle line of the sole, it is prolonged backwards 
over the heel to the external malleolus again. The ankle-joint is to be opened on the 
outer side and the tendo-Achillis divided, when the foot can be carefully dissected from 
the flap without scoring the latter. The malleoli, with a thin slice of the tibia, are to 
be removed with the saw, as in Syme's amputation^ and the flap folded up against the 
bones. 

Continuation of page 123 : — 

Ampittation by antero-poaterior flaps may, in the case of tumors, be most con- 
veniently done by cutting the front flap from withhut intoards, the thickness of the 
flap depending upon the nature of the case. If antero-posterior skin-flaps with circular 
division of the muscles are preferred, it is advisable to di&sect up the posterior before 
the anterior flap, so that the view of the back of the limb may not be obscured by the 
flow of blood from the front. 

Fallacy. — In all amputations of the thigh by antero-posterior flaps, the tendency 
of the powerful hamstring muscles to drag away the posterior flap from the end of the 
bone must be remembered and allowed for. 
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Teale^H metfiod may be adopted in the tliigli, as shown iu the above woo*icuts, but 
lias th« disadvantage that, if the meaBureraeiitA are made strictly aocording to Teale'a 
directions, the stump will be shorter than it' made iiy other methods. 

To precrede Amputation at thr Hip Joint, Paj^e 127 : — 
Amputation through thk Troc'Hantkrs. 

Au amputation through the lesser trochanter, or between the two trochanters, is 
preferaltle to an amputation through the hip-joint, when practicable, as being lessdnn- 
gerous to life. It may be |>erfornied by dissecting up an tero- posterior skin-flaps, and 
making a circular sweep round the bone ut the point selected ; or, better, by catting 
an anterior flap from without iiiwartls, sawing the femur as soon as exgiosed, and then 
[)as&ing the knife through the sawn bone so as to cut a posterior flap from within 
outwards. 

FaMacifn. — It must always, In ciises of gunshot injury or tumor, be a question ' 
whether the amputation can be [wrlbrmed until the lx>ne is ex|>o»ed, aud, should it be , 
necessary, the operation can be readily converted into a disarticulation at once ; or, the i 
bone having been sawn through, the head of the femur can he subset! uently removed 
from the socket. 
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AmputaUons, 79 ; also appendix, ik and x 

ankle, at. 111, 112, 118 ; also appendix, 
** above, 114 

arm, 97 

Garden's, 122 

carpo-metacarpal, 86 

Chopart's, 109 

condyles of femur, 122 

fingers, 82 

fore-arm, 96 ; also appendix, xi and xii 

Gritti's, 121 

Hey's, 107 

hip-joint, at, 127 

knee-joint, at, 121 

leg, 119 

Lisfranc's, 107 

Lister's, 122 

metacarpo-phalangeal, 88 

metatarso-phalangeal, 106 

metatarsus, throagh, 107 

penis, 76 ; also appendix, ix 

phalanges, 82 

** toes, 106 

Pirogoff's, 112 

Roux's, appendix, xiii 

Syme's, 111 ; also appendix, xiii 

shoulder, at, 102 

tarso-metatarsal, 107 

Teale's, 114; also appendix, xiv 

thigh, 123, 126 ; also appendix, xiii 

toes, 106 

trochanters, throagh the, appendix, xiv 

upper-arm, 97 ; also appendix, xii and 

wrist-joint, above, 98 
** at, 90 

Ankle, amputations at, 111 

** above, 114 

excision of, 114 
Arm, fore, amputation of, 96 

upper, ** 97 

Arteries, deligation of, 9 
Artery, axillary, 18, 20 

brachial, 14, 17 

carotid, 27 
Artery, dorsal of foot, 49 

facial, 81 

femoral, 89 
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Artery, femoral, common, 36 
iliac, external, 38 
'' internal, 36 
^* common, .86 
innominate, 29 
lingual, 80 
popliteal, 41 
radial, 12 
subclavian, 21 
tibial, anterior, 47 
*' posterior, 48 
ulnar, 18 

vertebral, appendix, ii 
Axillary artery, 18, 20 

Brachial artery, 14, 17 
Breast, removal of, 28 

Garden's amputation, 122 

Garotid artery, 27 

Garpo^metacarpal amputations, 86 

Gastration, 77 

Gataract, 4 

Ghopart's amputation, 109 

Gircnmcision, 76 ; also appendix, ix 

Golotomy, 66 ; also appendix, v and vi 

Gondyles of femur, amputation through, 122 

Gouper's lachrymal probes, appendix, i 

Deligation of arteries, 9 ; also appendix, i and ii 
Dorsal artery of foot, 49 

Epiphora, 1 
Excisions, 79 
Excision, ankle, 114 

elbow, 94 ; also appendix, xi 

head of femur, 126 

head of humerus, 102 ; also appendix, xiii 

hip, 126 

knee, 117 

shoulder, 101 

wrist, 86 
Excision of eyeball, 6; also appendix, i 
Extraction of lens, 4 
Eye, operations on, 1 

Facial artery, 81 
Femoral artery, 89 
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Femoral urtcry, coininon, 30 
Fingers, amputation of, 82 
Fore-arm, " 96 



Genito-urinary organs, 67 
Gritti's amputation, 121 

Head of femur, excision, 126 
** humerus, excision, 101 ; also appendix, 

• • • 

Xlll 

Hernia, femoral, 88 

inguinal, 37; also appendix, ii 
strangulated, 37 ; also appendix, ii 

Hey's amputation, 107 

Hip-joint, amputation at, 127 
excision of, 126 






i( 



Iliac artery, common, 35 

** ** external, 88 

** ** internal, 36 
Innominate artery, 20 
Iridectomy, 

Jaw, upper, removal of, 67 : also appendix, iv 
** lower, removal of, 69; also appendix, v 

Knee, amputation at. 121 
** excision of, 117 

Lachrymal apparatus, 1 

*' sac, to probe, 2 

** " abscess in, 3 

Laryngotomy, 61 ; also appendix, ii 

" tube, appendix, ii 

Leg, amputation of, 119 
Lingual artery, 80 
Lisfranc's amputation, 107 
Lister's ** 122 

Lithotomy, lateral, 67 ; also appendix, vi 

" median, 72 ; also appendix, vii 

Lithotrity, 78 ; also appendix, vii and viii 

Metacarpo phalangeal amputations, 88 
Metatarso- phalangeal amputations, 106 
Metatarsus, amputation through, 107 



^EMOphugotomy, 64 

Piiracentesis thoracis, 19 
Penis, am|>utation of, 76 
Phalanges, amputation of, 82 

** '' toes, 105 

Pirogoff's amputation, 112 
Popliteal artery, 41 

Radial artery, 12 

Roux's amputation, appendix, xiii 

Shoulder, amputation at, 102 

*' excision of, 101 
Speculum oculi, 8 
Strabismus, 8 ; also appendix, i 
Strangulated hernia, 87 ; also appendix, ii 
Subclavian artery, 21 
Syme^s amputation, 111 ; also appendix, xiii 

Tarso- metatarsal amputation, 107 

Teale*s amputation, 114 ; also appendix, xiv 

Tendo-Achillis, 45 

Tenotomy, 46 ; also appendix, ii 

Thigh, ampuUition of, 123, 126; also appendix 

xiii and xiv 
Tibial artery, anterior, 47 
" ** posterior, 43 
Tibialis anticus tendon, 46 
** posticus tendon, 46 
Toes, amputation of, 106 

Tongue, removal of, 66 ; also appendix, iii and iv 
Tracheotomy, 62 : also appendix, ii and iii 
Trephining, 61 : also appendix, v 
Trochanters, amputation through the, appendix, 

xiv 

Ulnar artery, 18 

Upper-arm, amputation of, 97 

Vertebral artery, appendix, ii 

Wrist, amputation above, 93 
*» *' at, 90 

'* excision of, 86 
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